CATEC __ 


4 | Briefly yet Plainly Refuted, and the} 3 


No Popery, * 


OR A 


4 oh 


AGAINST M 
Fr '@ P EL R Y : [% 
WHEREIN 7 


The Herctical De&trins, Idolatrous Worſhip, | % 
and Superſtirious Praftices of the Fe "I 


ROMAN CHURCH 


ARE WM 


Proteſtant Principles 


| Proyved by Teſtimonies of Holy Scriptni : - : 


and Evidence of Reaſon, 


—— 


oY; 
By Miniſter of the Gofjell © wx 
Link Cha t heep your ſelves from Idols. 1 Joh. _ 
| | LONDON: Princed for "he Aj p -: + ' KY 
| | Sold by The Pakbur? ar the Buk and THR 2 


Grin Chad Merers Chugye}- 10 


—_— 


om a ren en 
N COTE , 


- + a 
- 


—_—_—_—— 


| TO THE 


'READERKR 


Mongſt the various Methods 
A of Inſtrudting ſuch as; are 
weak and ignorant, none hath 

| been found more uſeful than that 
by way of Queſtion and Anſwer, 
And as Chriſtianity did at firſt | 
diffufe it ſelf by this way of 
Teaching, ſo the Truth and. Pus _ 
rity of it have been beft preſerved, _ 2 
when Paſtors have effefttally aps | 
plyed themſelves ro Confcientians - - - 
Ctechiſing of thofe nnder the © 

Care and inſpedtion. © By this  ; 


of, 


" S. To the Reader. 
means did the Wallenfes and Al- 
bigenſes maintain the Dottrine and 
Worſhip of the Goſpel among 
them, when Error, Superſtition 
and -Idolatry had over{pread the 
face- of the Weftern Churches, 
| Nor was any thing more uſejul to 
the promoting the Reformation, 
\ than the Catechiſms of ſeveral 
Eminent Perſons, whom God 
employed -in that Bleſſed Work. 
For tho' Preaching be a very good 
way of prefling known principles 
upon the Conſciences of men, yet 
Caiechifing doth much excell it 1n 
conyeying Light and Knowledge 
into. their: minds. And through 
the woeful-and univerſal negle&t 


* - of this, does Ignorance come ſo 


much to abound, even where Ser- 
MONS 


To the Reader. '" 
mons are moſt frequent; as welt | 
as plain and practical. For through | 
want of Acquaintance ' with the 
points and” ſubjects — | 
which Miniſters treat -in t 
continued Diſcourſes, they are 
incompetent Andie of - what is 


delivered, and fo loſe 'imuchiief -- 5 
the benefie of it. And as the | 
preſent decays in Religion, are” 
to be aſcribed to no one "thing' 
more than a faileur of Catechiſmng; 
ſo the Ignorance which thereupon 
enſues, is that which betrays mul- 
titudes to be impoſed upon and 
perverted by ſuch as Iye in wait 
to deceive. For next to the be- 
| ing ſtrangers to the powerof that 
Religion which we do profeſs, the 
want of being well grounded in 
A4 the 


ao To' the Reader. 
the DoCtrines of it; 4s that inta 
which the tevblt' of ſo many ta 
Pgpery 15 -to be ' iffued and re- 
folved. And as the; apprehens 
'of ear ſecurity from the Re- 
introduQion and Eſtabliſhment of 
the Romiſh Religion in theſe Na« 
tisns; hath occaſioned our floth 
ant neghgehce in unmasking and 
detccting' tlie folly of the Triden- 
tre Faith 10 the juſt fears we 
are. brouglit under, of its obrrude- 
Ing its {elf once more upon theſe 
Kingdoms; do befpeak all who 
defire toapprove chiemſolves fairh- 
ful-to God, and the Souls. of 
Men, to conc:rn themſelves 
mote in_difcovering the falſhood: 


of all the Articles of the Romiſh 


_ Totbe Rell. iv 


* Andas: the difference berwi 
the Profeſſors in Britain, 'andtheſe 
that profeſs the Reformed. Religion 
im France; is tobe  adavired with 
reſpeC& to thar Abtity. which xþ4 
pears in them beyond; what is 1 
us; to refute and expoſe the' Pas 
pal Tenents; forkeit pretent ſheds 
faſtne(s in the: Do&rines of the 
Goſpel, when they are -called t6 
ſuffer the Loſs of all things foo 
them, 1s. ;:much owing: to He 
having been iciſtructed before hind 
#1. all the Principles thit lye4& 
 Controwerſie betweeti..  thim--ui® 
the Papifts: For 'the' the Trains 
ſcript of Goſpel Thah' upon ©: oa 
Hearts will be out beſt Preſttya® 
tive in a day of Trial, yet the 
being able to give an account of 
Fe the 
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4 Tothe Reader. 
the reaſon of our Belief, is necd- 
ful a* well for. the honour of our 
Religion, as the prevention of 
our - Apoſtacy, when we come 
not only to be accoſted with Ar- 
guments againſt it, but threatned 
with .Fire and. Faggot, unleſs we 
renounce and abandon it. And 
tho there be many . Diſcourſes, 
wrote with great Strength and 
Learning, both to inform and 
fortifie. our minds in 'the Belief 
of the DoQrines which we pro- 

tes; yet there are but few Dil- 
= in Print, either of that bre- 
vity, or accommodated for man- 
ner, and plainneſs, tothe Capacity 
of the weak, as is neceſſary. The 


| want whereof, as it recommends 


the ſeaſonableneſs of this C atechiſm 
| and 


MR— —— 


es © the Reader. 


and familiar Treatiſe.; ſo if Peo» 1 
ple will but conſult their own ©. 
Souls, -they will have” reaſon for 
being thankful ro- God, for the 
proviſion which is here veuckiaked © 
them. In whichas they will findthe 
Errors of the Romiſh Church truly 
reprefented, ſo they will find them 
as nervouſly confuted and overs '' 
thrown. | | 
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SECT. I. 
Of the Scripture. 


Wy X J Hat Religion are you of ? 
Anſw. Of the Rene 
Chriſtian Religio 


_ Qt call you your Religion, -'x Chriftion 


100 


"7 To diſtinguiſh it from the Religion of 
the Jews, Turks, and Pagans. | 


Q. Why call yout it the Refe Reformed Re oC 
A. To diſtinguiſh ix from the Gn 

the — Church of Rome. 

. Q._Why are you mt of the Romiſh "5 —_ 


A: Becauſe in and by that Rei 
one red 


QI ft 


B 


FIWLY! 


A Catechiſm againſt Popery. 
A. Becauſe the Roman Church hath per- 
theDoctrine of the Goſpel, and eſta- 
bliſ ed Idolatry, and bath taken Antichriſt 
for her head. 
Q._ Upon what is the true Chriſtian Religion 
Fomnied ? 

'_ 4: AUponthe Word of God. _- «© 
Q-*What mean you by the Word of God ? 

A. The Holy Scripture contained in the 
oi. and-new Teſtament, written by the 
Prophets, Evangeliſts, and Apoſtles ; which 
St. Paul calls Scripture | divinely inſpired , 
2 Tem. 3. 16. And St. Peter, 2d. Epiſt. 1.21. 
ſpeaking of the Scripture fays, Propheſies came 


**-» aot by the will of men, but. holy men of God fake 


as they were moved by the Holy Ghoſt. - 
- Q. Whyccall you the Scripture the Bible, that is 
eB or Writing ?_ 
aule it is the Book and Writing 
wich: ought to be moſt highly eſteemed by 
us, .aNd:: wherein we may. be inſtructed X 
rok Will of God for our: alvation. 
Q. How divide you the Scripture ? 
4. Into. two Parts,, the Old and New 
| Titiment 
Q. What doth the Ok Teſtament contain : " 
A.. The five Books of Mes, the Prophets, 
and the Pfalms. Like 24- 44- FEY 
Q. Why take you not in Tobi, Suſanna | 
and viners which we call Apocripha EE: 1 
y tb = 


, mn 
44 


A Catechiſm againſt Pupery. 


4 God were committed, Rom. 3 


4. Becauſe the Jewr to whom the wy 


- NEVET 


hl ener theſe Books ; Fei Chriſt-nor 
his Apoſtles neyer cired chem, neither were 


they read in che Synagogue ; 1t is not 


reafo- 


nable then that theſe ks which were not 


received © as Sacred and Canonical 
Fewiſh Church ( which thenonly 


by the 
was the 


Chtirch of God ) ſhould be received as ſuch 
by the. Chriſtian Church : Beſides, in nog 


Books are found many. Fables'w 


and W 


agreeable tot the Spirit of God; ; whos Trab 


Q.:What doth the Now tefament wap '# 


A. The four Eyangeliſts., the "AQs, 
Epiſtles of 'St. Pawl, of Pimes, of Peter, oY 


of Fuge, .the Epiſtle to, the Hebrews,” 


Revelations 


Why bath it pleaſed God that ht "Wd 


ſhon ' be put in Writing ? 


A.” That men nught not alter or change 


it, and make .their own i 
inventions paſs for Divine Inſpuions 
the Word: of God. 


Lex in Life and Death. Rom: 1 
| WW in conſiſt” 36ur Comfort in, I 
1 AY 'B 2 


an 


he why do you found Jour Religion n the 
7 og we may have folid and iree 
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SE CT. I. 


How the Scripture may be known 
to be Divine. 


*-F Ow know you the fy. t0 te the 
word of pak G 

2 Three) ways: 1. Bythe Teſtimony of 
bole under the Old and New Tefta- 
the Scropoure 1 it {elf as the Sun 

tabs Far elf robe ſeen by.its own Light, and 
makesit (elf ro beteleby its Heat; 

em ure makes it ſelf known to be Divine 


hy pl Mags gs Sic, a Dai, 


es efficacie to perſuade RG comfort Con- 
Lo David Pſalm 19. 7: 1 p of the 

Lird is f converting the ſoul 4 the # inns of 

the hs js ſure making wiſe. the | le. J. By 

the Teſtimony of the Spitir of "Cod. 

Teſs Chriſt gave to the Config 


| 4 
within NO ny ants any ery 


jew LIES, jo nd end Kh Seri 
re : Ce 24. ob a oF, 
Q Hiv 
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A Catechiſin ag ainft Popery. F) 

Q.. How doth the Sprrit teftifie »he Sd to 
be the Wird bf God ? 

A. Not by cxtraordmary Revehrivrs as 
Propheſies were formerly made known to 
the Prophets, which themſelves ofrenander- 
ſtood not; but by. _ ant Medicarmg 
upon the Scriptur ing, combo 
and fangtifying the theHfear, he maketh know 
by theſe Divine effets ro then that read and 
heatken thereunto with Humility,” Atrenti- 
on, aid Reverence, thatthe D&&rine whach 
is contained therein is truly Drone. - 

Q._ Doth the Teſtimony of the Chuich give Au 
thority 10 the Stripture ? 

A. No, for fecing it is God that ſpeaketh 
inthe Scriptures ; its evidenr he” cannot take 
his Authority from Ly John 5. 24: bl fs 
cetve ndt teſtirmbiy from man 

QI then the Teſtimdity that the Chirch Frog | 
the Seripttere unprofitable ? 

A. No, | for by it mert are inp ron on 
inquire after the Scripture, 
and the Univerſal conſent of the Church 
Ge Div them to an adyantagious opi 
the Divinity of the Scripture, which makes 
it be read with more Fear and-Reverence. . 

;Hhat is the difference betweep the teſtimony © 


"Church, ani that of the og # ſelf 


my with the teſtimony of #þe Site” T4 
? 


B 3 4.The 


A Catechiſm againſt Popery. 

A. The Teftimony of the Church being 
only a Teſtimony from men, can produce 
only an human Faith or an Opinion, but 
the Teſtimony of the Scripture it {elf, being 
the Teſtimony of God produces a Divine 
Faith. The Teſtimony of the Church is 
- Uke thar which John Baptiſt gave to Jeſus 
Chriſt, John 5. 33. and that of the Samari- 
#an John 4. tor as that woman brought thoſe 
of Sychar to Jeſus Chriſt, ſo the Church 

brings usto the Word of God ; but the Scri- 
ptures Teſtimony of it ſelf, is like that of 
Chriſt himſelf by his Works, which teſti- 
fyed of him that the Father had ſent him, 
Fob 5- 36. {o that Believers knowing the Di- 
vinity of the Scripture by the reading of it, 
may {ay as theſe of Sychar to the woman : 
Now we believe not becauſe of thy ſaying, for we 
tame heard him our ſelves. "The Teſtimony 

of -che Church is only a ſunple Teſtt- 
aMony 3- but that of the Scripture is with 
Authority, and from the Soycraign Judg. 


” 


4 Catechiſm ageinſt-Popery. 


SECT. BL: 
of the Authority of the S cripture. 


#X] Ath God eſtabliſhed in the Church a_ $0- 
veraign Fudg with full power to decide | 
matters of F aith without Appeal ? 
© 4. None but the Word contained. in the 
Holy Scriptures, and it is by this Jeſus Chriſt 
hath told us that mert ſhall be judged at the 
laſt da y, Fobn 12. 48. He that rejecieth me bath 
one that ju igeth him, the word that I. have And 
the ſame ſhall judg him at the ldft 
St. Paul, "292, 7 16. lays, Ti Sy 
jud the ſecrets of. men by eſs Chrift, Ws AS 20 
oct to his Goſpel, an Believers never — 
adenowicdend any other judg, of Honea 
troverſies about matters of Py ich, 
Word of God; by it the Prieſts det TE 
about things dificule, Dent. 17. 9:11.” os it 


Ezechias and Foſaphat reformed'the” Church, | 
and eeftabliticd the pure ſeryice be od, 
2 Chron. Jl. and 17. 7. 9. By the Scrapety 

fus Chriſt combared Saran, , Math: x. He. 
proved-the Reſurreftion from the dead rthie: 
Sqlpcees. Marth. 22.23.19,31,32. And ſhawed. 


A ig* Diſciples the; neceſtity of his -D& *. ; 
And'vf this Refurrettion ; i: LY 24. 46 By 
$-- +4 tm A 


GH..0 


g A Citechiſm ay ainft Popery: 
them Jobn Baptiſt proved his Miſſion, Mateh.2, 
5; og rhent the Apoſtles overcame the 
Jews, and ſhewed powerfully that Jeſus was 
the Chriſt, As 9. 22. and 4s 18. 28. 
 Q.. Fith God commanled us to conſult the 
Soriptures as our Judge ? | 
.* 4 The Prophet Efay 8. 20. ſends to the 
 Tawand to the Teſtimony, and if they 

k- not according to this word, it is be- 
cauſe there is no Ligh in them : And Jeſus 
11t commands the Jews to ſearch the 
Tiptures, becauſe they teſtified of him. 
ahn 5. 2g. and Lakg 16. 29. They have 
bes and the Prophets, let them hear them: 
_ And S& Peter after having mentioned the 

vecoſroms Heaven, This 1s my beloved Son in 
| +1 am well pleaſed, adds, We have alſo 2 
more Jure Word of Prophefie whereunto ye do well 
that ye take b:ed, 2 Pct. 1. 17, 18. 19. 
'_ QZ But when there is a difference about the 
anterpretation and ſenſe of the Scripture, 1s tt not ne- 
befſary. $0 have a Fudge who can. julge Infallibly and 
Mn atnny of the meaning of the Scriptiore, and, 
Geclape it to ts for aur agreement ? ' - © 
. - A; God hath 'not given this power to any 
in the: world, but -Scripture 'milſt Interpret 
Scripture, oric paſlige muſt be ev, 
oy S who 


another, as they ehegine of Hiro | 
of the Scripute, Neban, 8. 8. © | Qin 


A Catechiſm afaiift Popety. © 
Q. How can youe decide matters of Faith byzht 
Scripture, ſince it is obſciere ? = 
A. If our Goſpel be hid, it is hid to theny 
that are loſt, of whom the God of this world 
hath blinded the minds, even Unbelievers, 
2 Cor. 4- 3. 4- But it is nor obſcure to them 
Who have received the Spirit of God that 
they might know the things thar ace freely 
given to usof God. I Cor. 2. 12. And to ac- 
cuſe the Scripture of obſcurity, is to accule it 
falſely, for David, Pſal. 119. 105. fays, \- 
word is a lamp unto my feet, an1 a light unto 
paths. IN 
Q. Tet St. Peter fays in the 2 Epiſtle 4. 16. 
That m the Epiſtles of St. Paul there are ſome 
things hard to be underflood. 6 
A. Igrantthere are many obſcure placesin 
the Scripture to exerciſe the Faich of Belic» 
vers, and-keep the moſt Learned humble,bur 
God hath fo ordered that all things neceſl- 
ry to Salyation areclear and caſt: ro be un- 
derſtood. ..-o» Wi 
Q. But ſince St. Paul would have Pelitvers to 
judge of his Dodtrine, 1 Cor. 10. 15. I fpeak, as to 
wiſe men, judg ye what 1 ſay; Why | _ 
theChurch aſſembled in Council lvoe that Autbo» © + 
mays . - Waris | 
--+4- There are two kinds of judgment, 
ws judgmen pt of Authority, the ther, 
oe 2 Oy 


which particular 4 


10 A Catechifmi againſt Popery. 

ht to try the Spirits whether they be of 
God, and en - true Doftrine of Chriſt 
from lics, and of this judgment Pax! ſpeaks 
when he lays, julge ye what I ſay; but for 
the judgment of Authority, God hath nor 
given it to any Mortal man,not to the Coun- 
cils themſelves, which have no power to 
make any Canons or Deciſions to oblige the 
Conſciences of any, but fo far as they are 
conform to the word of God : Jeſus Chriſt 
only . hath Soveraign Authority in the 
Church asthe well beloved Son that the Fa- 
ther hath commanded us from Heaven to 
_ hear, Matth. 3. 17. and John 5.22. Jeſus Chriſt 
fays, that the Father hath given all judg- 
ment to the Son. 


| SECT..1V. 
- Of the Perfe&tion of the Scripture. 


Q.. FF the Scripture the perfect Rule of our 
4. Faith? 


. . d 


. tion through Faich which isin Chriſt E%. 


 "# 


- been called Scripture fince it. was; 
into Writing , and. St. Paul calls 


A Catechiſm againſt” Papery. It 
Q. St. Paul ſpeaks there only of the Buoks of the 
Old Teſtament, for the. New was not then wyit, ſo 
it follows by your reaſon that the New Teſtament is 
ſuperfluous, ſince the Old is ſufficient for to inflrudt us 
to Salvation. | 
A. Upon the contrary St. Paul ſpeaking of 
the Books of-the Old Teſtament only, for- 
tifies ſtrongly our reaſon for the ſuſhciency 
and perfection of the Scripture, for 1t the 
Books of Mzſes and the Prophets were ſuffi, 
cient to' make the Church wiſe unto Salva- 
tion, Why may not the Scripture be ſuffici- 
ent now, ſince to Myſes and the Prophets, 
God hath added the Evyangeliſts and the 
Apoſtles> Beſides, it follows not that becauſe 
the Books of the Old Teſtament were ſuffi- 
cient for the Church then, that the New-is 
Superfluous, ſince God hath pleaſed to. give 
it us to manifeſt the Dod&rine of Salyayon 
more clearly, and fully, as 2 Tem.,1..10. Paul 
lays, That Feſus bath brought Life and Immortality 
to light through the Goſpel. A 
» Is all Tradition to be Condemned? . . < - . 
| A. No, for this word Tradition ſignifies 
nothing but a Doctrine gen from hand to 
hand ; the Scripture. ir {elf- is a... Tradition 
and the Doctrine, of Salvation. heic 
was Written, Was a+ radition, 'at 
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F2 A Catechiſm apainſt Popery. 
Qrine of the Goſpel, Tradirion,which is writ- 
ten, 1 Cir. 15. 4: | have given writs you 
that which I have received, viz; That Chriſt 
dycd for our Sins according to the Scriprures. 
Q. What Traiitins then are to be condemned ? 
A. All Traditions of men whetewirh they 
pretend to bind the Conſciences of mert; and 
give them for Arricles of Faich, which S. Pax! 
Cobſ. 2. 8. would that we ſhould take heed 
of : Bervare leſt any man_ſpoil- you through Phi- 
bfophy an4 tain deceit, after the Traditions bf men, 
after the Rodiments of the World, and int aftes 
Chrift, Such were the Traditions that the 
Pharifees a&ded to the Law, which Chriſt 
condemns; Matth. 15. 3. Why do ye tranſgreſs 
the Commandement of God, by yoter Tradition ? 
applying to them what God ſays of Hypo- 
crites, Eſay, 29. 13. In vain they do Worſhip me 
teaching for Doftrines the Commandements of men. 
ch” are the Traditions which the Roman 
EEE 
ippin and Praying to Saints,Whict 
tho' they ha © tio Cubdacoh in the Scrt- 
priee, but are formally condemned therein 
yet the >ouncil of Trent hath commanded 
them fo be reteived with the ſame Deyorion 
and Picry, thar the Sctiprure is 
vercbelsſs $t. Paul, 2 Theft 2. 15. 


» Commands tht Theflalonians to bold tht Tradt- * 
tions chit they bat been Taught by Word or Epfilrs | 
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4 Catechiſm againſt Popery. by; 
ad 2. Tim. 2. 2. He recommends 20 Timothy 
to comgit to faithful men, the things which he had 
beard w preſence of many Witneſſes. _ © | 

4. I Anſwer, thar thoie Traditions and 
Inſtruftons of St. Par, are not Traditions of 
men.,, but the Word of God, as he himfelf 
ays, 1 Th. 13. And the Inftruftions 
he gave Believers by Word and Living 
Yo ure the ſame he back wv = oy 

piſtles, and that we may gr 2t 
his Doftrine is not Traditions of men, he 

roteſts ros the Jews, AGs 26. 22. That he 

ſaid no other things than theſe which 

the Prophets and Myſes did ſay ſhould come ; 

and to Teach us thattheſe things did contain 

all that is Neceſlary to Salvation, he aſlures 

the Epheſians, AG. 20 27. That he had de- 
clared unto them all the Counſel of God. 

Q. Tet the Church believes many DoGirines Fybich- 
are not contained in the Scripture, as the perpetual 
Vi gin) of the Hely Virgin, the Baptiſm of Chit- 
dren, the translation of the Sabbath from Satrurda 
to Sunday, the number of the Sacraments to 


but two. 
4. For the perpetual Virgmity of the Ble{- 


ſed Virgiv, rhe Church recelycs it not as an 
Article 'of Faith neceſſary to Salvation, bur 


as an Article becoming the honour they think 


Hemane obliged ro render to this Sacred 
'Vellel.; But for the other points, they ave 


14. A Catechiſm againſt Popery. 

caught; in Scripture, if not in formal terms, 
at leaſt by neceſlary conſequences. St.. Peter 
Afis 2. 38. 3g. would have all the Jews 
Baptizzd, becauſe the Promiſe was'to them 
and to their Children, and we ſee that in the 
time of the Apoltles, As 20. 7. 8 1 Cor. IG. 2. 


Rev. I. 10. Believers Aflembled: themſelves 


for Prayer, and ro make Colleftion the 
firſt Day of rhe Week, which St. John calls 
The Lord's Day : And the Church may well 
conclude there are but rwo Sacraments, ſince 
they ſes not in the Scripture that Jeſus Chriſt 
hach inſtituted any more. | 


| SECT. V. 
Of Reading the Holy Scripture. 


Q. TS it Lawful for all Perſons _ to Read the 
Scripture 2 . ng 
A. Jeſus Chriſt Recommends the Rea- 
ding of it -indiftcrently to all, John, 5. 3g- 
. Search the Scriptures, and Dent. 17. 18, Ig. G 
Commandeth Kings to have the Book of the 
Law, and to read therein every day ;and the 
Apoſtle St. Paul, 1 Theſſ. 5. 27. Chargest 
-his Epiſtle be read to all the holy; Brethren, 
-and 2 Tim. 3. 15. he prailes Timothy, oy 
| | onm 


A Catechiſm againſt Popery. , io 
from a Child he had known the Holy Scri- 
ptures: And the Eunuch of Queen Candace 
did Read it! the Chariot, Eſaias the Prophet, 
Adis 8. 28. And in all the Synagogues the 
Law and the Prophets were read every 
Sabbath-day, As 1 5. 21.8 17. The believing 
Bereans having heard the DoCtrine of St. Pa 
compared it with the Scriptures to know if 
it Was as he had faid : And tho! the Reve- 
lations be the moſt obſcure Book in the Scri- 
pture, yet the reading of it is recommended 
to all, Rev. - 1. J. Bleſſed be he that readeth, and 
they that hear the words of this Prophefle. © 
Q. It ſeems notwithſtanding, that it woul4 be 
expedient to hinder the ſimple People from the reading 
therzof. St. Peter tells us that there are in the 
Epiftles of 'St. Paul, things hard to be un1erftood, 
which they that are unlearned and unſtable wreft, as 
they do alſo the other Scriptures, 'to their own \de- 
ſtruffion. | CNL 
A. Upon the contrary , the* ſimple and 
ignorant are to rcad the Scriptures that the 
may become wile to Salyation, and ſk 
Chriſt tells us that the ignorance of the Scri- 
prures 1s cauſe of Errors: Tox Err not knowing 
the Scriptures, {aid he to the Sadduces, Mat.22:20. 
And. David, Pſal. 19. \ays, That the Law en-. 
lightens the Eyes, and maketh wiſe the ſimple ;; 
d\the* there be ſome ignorant and unſtable, 
that wreft the Scriptures to their own deftrmdfion, 
| yer 
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yet it hinders not St. Peter from recommen- 
Ph in the {ame place to Believers, the 
es of St. Paul. F And inthe firſt C Chapeer 
of ha lame Epiſtle, he tells us That we oc 
'@ ſure word of Propheſie, whereunto we do well to 
take heed, -as to a Light that ſhjneth in a dark 
pax. For becauſe thoſe that are Prophane 
abuſe the Word of God and his Graces, the 
Children of God:muſt not be forbidden the 
Uſe thercof. 

Q. What Profit then do Believers receive front 
the Rea1ing of the Scriptures ? 

A. By them they are inſtructed in the 
Knowledg of God, fortified i in the Faith and 
ON To of their Salvation, — eek in 

ictions, furniſhed againſt Temprari- 
Geir A Saran, .the World; and the Fleſh; For 
whatſoever things were written afore-time, they were 
written for owr Learning, that we through Patience 
and Comfort of the $ criptures =—_ have Hopes 
Aon I 5 + | 


Mm AY AC RAR oz£ At My mu, mW ot 


ACitebift axtinf Pie: = i 


SE CT: VI: 
| ' Of the Churth. 


cſt. \ X | Hu þ fires this word Elia d* 
W of n Aſletnbly:. 


Q: Howw many 6 pov name of Chr i ah 
im the Soripture ? 


p A. Fout ways 1 pr incipally, * rf the- 
Church of the Ele&; 2. ally 1 be 


E Univetal Viſible Church; arid cb 
| make. profelliont of. Faith ir Jeſns  Chrili 
fl Andit 1s this Churtt- St. Pai! {peaks of, Wi ly | 


he ſhys, That in 4 great _—_— are ot "Y 
"ſil: of ? Gold andef Fes: th 
: MW Earth; bicaſe th4t-thir rently: fag = 
ard if evil ones : FF 2. 2b.” 

« E Church-ixgnifies an Aſſembly TEN 
of the Charch,/ ry" vo Chriſt jpeake of 
Matth: 18. 15. WW ere is 2 quarrel] b& 
rween'ewo Brethren, he will haye theſe it 
oftended tell it to che Church. ' 4 an 
Church is gen to'cach p al 3H 
by, which & # a the, Wye 
Viſble hureh, {ich in, the 


poſtleowa "y utehes of | 
ſae406t Reme, &c. toWhotir S$; Fat 
Epiſtles; - 7 


L 
TD 5 c 


ns 


© Cote ha Poe 
Q. hat is mh t he Church of the Elett 2 
A. It is the bly of all Believers thar 
Goh hath El us Chriſt, of which 
ſome are Glorified in Heaven, others are 
yet Combating on the Earth, others are not 
et born or called to the Faith, bur muſt 
in their time, and ſubſiſt already i in the 
Counſel of God : of theſe Jeſus Chriſt ſpeaks 
Feb 10..16. {aying, Other ſheep have T which 
are not of this fold, they alſo T mf bring and they 
ſhall hear my voice. 

Q. #lere du the Word of God ſpeak, of . this 
Chnrch of the Eleti ? 

A. The Apoſtle Hebrews 12. 23. calls itthe 
Heavenly Jeruſalem, the' General Aſſembly 
and Chur of .the firſt born; It is this 
Church which St. Pavl. calls che Body of 

Chriſt, for Chriſt cannot have dead 'Mem- 

bers. 1 Cor. 12. 27. Ephbeſ. 4. 12. __ 24. 

and the Spouſe of Chant Epbeſ: 5. for 
' Chriſt canner have an Agultere = his 
Spouſe : St. Peter 1 Epift. 2.9. call this. Church 
A choſen Generation, a royal Prifthood 5 an boly 
perl Witch Chun hen, of in this Avtaxle af 

«<h_ Church is ſpaken, of in t Artidle 
| 7 Apoſthes: Creed, I be = 4 Haly: Gate 


Mx f the. "Church, of. ho" le 
hevet hings thar are .noticen; 


for we: 


pp 
ite Heb,” LE, I. favs, Faith is the Evideuti\iof 


TW? © FY things 
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A Catechiſm againſt Popery "ig 
things not ſeen. And after thoſe words, I'be 
lieve the Ebly Catholick, Chierch, is purthe Com- 
numion” of Saints in this Chunk. that the 
mo_s D_ be excluded. 

Why is this C med the Eledt ſaig ta be 
infill Fee is compoſe of men who are Viſe 
flep © 
A. 'Not only becauſe the Glorified Saints 
are out of our ſight, and that thoſe —_— 
long to the Eledtion of God, and are not 
born, cannot be ſeen, but allo becauſe 
_ the Elect that] live upori the Eatth are 
vittble men, yet it is not viſible that they are 
mh ,God only knoweth who are bis, 2 2" Tim 2 


"Q Hw rnderftand you that out of the Church 
there is no | Salvation ? 

A. Firſt, Out of the Church of. the Ea 
lect none can be ſaved: for they thar have'no. 
Communion with the Members of the Body 
have none- alſo with the Head, / hich 

by 


Chrift; and which 'is the only 
which wecan beſayed. Second] 7 Onrofthe 
—_—_— ot; of —_— I {ble 
ere 5no tion, it rhex | : es hy 4 

t Eng Oh Fuus Were 
fuppolc ; among 1 7 
ted to Chriſt ac the: hour of dex 


A i Carb againſt Popery. | 
ly. of Chriſtians, and» make profeſſion 
gf of Chet, for with oy heart 


; $14 unto Rightcouſnel, and with 
BY confeſfion is made unto Salvation :; 


410. But this Maxim may not - be 
ood of any r Chand much 
jc the Roman ID urch, which is the moſt 


at of all the Churches which .\call 
. yes Chriſtian Churches. 
| SECT. VIL 


oy the Church can err. 


Que. «Fo there ay f: articular Charrcb -1 in the 
world to aa God | bath given this 
Mgr, nat to err, hon zo. be infallibl:? - 
here is none which hath, this privi- 
"*: 1 -The- Fee ay of.. Iſrael, who before 


g of . Jct iſt was the.only Vi- 
ch of ( Ts erred, _ fell 


Þ» ng 2; jm 
En ng ea RSEa 


= FT 


felom* 
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A Catechiſm againſt Poper). x -: 
did ſhe not etr in making' of the'Goldew) * 
Calf, :Exod. 22. And when Ju1a had asttigs: 
ny' gods as _iries, ' eters 2. 28. Atid, inahe 
riqucof\ / eſus Chriſt the:Church of- rhe 
was i! with many Hereſies, and with 
the evit:Leyen of- the Phariſees; -and:there 
is not to be-foundan example ofany ow 
lar Church fromthe Apoſtles mo _ 
thatharh perſiſted in their purity4 and 
for good reaſon that St. Pax! writin 
Church of Rome bids her take hoed Ss 
ſhouktbe cur:oft for'her' i _—_ 
21,24) For ſhocks fallen the wc 


and 


Q Buaif 3 it be hab ebery "—_ 
hath: erred 'an4 & Sia bent” folk 
Chotch Bath failed; Lech \api þ:10 
the promiſe. i fog to WCB i 
Gates of Hell ſhow wo ail agam 

py: CLICK th _ wtf 6 

ry ar 

DEE parricular >Chutch' tre butt" oP 
the _ and a rna 
Ords, *that dangers 
tions nm a For and Satan ſhgl! 

At - the'Churchy foi” 

; bur chat ther ſhall d&'X" 
Kevery which Thall confels-his” 
for ch®Foundation of En, 

£4 F- Z 


| 


2 A Catechiſm againſt Popery. 
God krioweth whoare his, 2 Tim. 2. Ig. and 
notwithſtanding the Corruption -of 'the 
World, there is all ways reſerved ſore who 
boweth nor the Knee before Bal. 1 Kings 19. 
x8. And if it happen that ſome Church fall 
from.the-Truth, God raiſcth up another in 
whom he manifeſts his Knowledg, 

Q. What you ſay ſeems contrary to your recerved 
ps the ſtate of the Church bath beja inter- 


.  &4;::Weonly underſtand by this the ge- 
neral condition of the Church: in the Feſt, 
ich by reaſon of the Dominion of -the 
and che Supperſtitions in the Roman 


A. Catechiſm againſt Popery, 2} 

becauſe they were mv 4 and Sat on 

ably lead into all Trurh as 

=_ Fobn 14. 26. The bogs of Feat 
fembled in Council erred, having cons 

Tg Jeſus Chriſt to death as a Bla 

phemer: Many that have named coapaleies 

General Councils have ma rant ng 

_— Nice 2. which Om '- IL 
mages upon pain of Curle and Ana! 

and tha of Conſtance Which rook away ea 


Cup in the Sacrament from the A 
chough they grant that Jeſus Chr =. | " 


ſtirured it, and the Primitive C 
practiſed Iherwlh ſuch.Countils, 
they fay they are aflembled in 
_— hriſt, are not fo, ſince they 
Dodtrine, pa 
otra ae py 4 Conn) oſeb DFI bo 


Now nn i Oh who being aſſembled þ 
= ſubmit cheir rano.l as ly 
ohnA ns 


» Tn 


AC — mb 


» 
HE C T iv I FL. 
of ihe marks of. the "Tre Church: > 


BE T what mark, kyow Jo» , the Trae | h 
TE "BY "Church, hay e's. many, 41d N 
ſo diffe F th them 


' in their ſentiment, and each, 


Fly * be mN wie one f 
h Jeſus Chriſt. glycy us, 
they 


"My 4-5 hear. my voice , © 
£ $10 Chap- 8. 31. IF you conpaBe 1 


; FhEwPs A Rancint: Ancguiry 
deftirhee of Nth but = Tei Cho 
A t fly ſpoke Jeſus Ch bid 
- but { am the 


« ] am 
Theonly Antiquity that WE = 
Ne feſt Truth which we have in the I 


to the which we A for 
EFVPUC of all cfyor, ſaying Wi 
P. the beginning is 945 1## Jos 


A Catechſ m ag tinft Popery. 25 | 
Q. What ju gre: marg you of Sweeeſſion i the 


Chair ? 


wag * Thar is alſo a falſe-mark, Tg 


ay 2 ke uſe of Anciquiry, 

n in the Chair withour Trurh is void; 
are not to de of the Truth of a Comhby | 
her Succeſſion, bur upou the contrary of 
Succeilion by "the Truth ſhe. Teaches.: 
Phariſces 10 Moſes Chair corrupted the — 
and wh this, Fay Re Cha of the Kewes 

ur 1n the pretende ir © P. 
Combar his Dodtrine. _ 

Vifuhilgy and ſplendor ma not it be @ moth 
of por Chen : p 

A. No, for the Word of God upon; the 
contrar wh crollcs and afflictions poke 
falthe Church, and Gere pens {omerimes 
ſo much. my to; 'the, Oe ih ther; the 
{cems to be hidden, or; to vanes pn 
the Earth, as when ſhe as. Capiye i 


and in ſhur up oh the 
bar CL Cry ty $ EE 


outs True God wit out 
in Pon, an wet un ey + (1: oy 
I wACn atry Was ixkhOin- 
Hos the he Kinodom of jr Fl 
to the, Femple of. Jewfaldn.: i o/\ 
Qs Big: the Chritiay Ghurch having revered 
promiſes, for extention and Jokens 


Hs i not ys be inviſible, and Op 


1.4 


26 A Catechiſm againſt Popery.. 
fer}, on @ Hill camot be hidden. . Manth. 5. 14. 
. Ir is true that by the calling of the Gew- 
tile} the Chriſtian Church is more extended 
than that of the Jews was, and there ſhall 
_ be a Vilible Chriſtian Church inthe 
| , bur it is notnec to a particular 
ER being pure thatir be Splendent and 
The Act thouſand men that had 

nor- ns their Knee to Baal, were the true 
Church, though rhey appeared not in 1/rael, 
and'ſince the Fmarch of Feruſaltm ceaſed 'not 
to be the True Church, when, Revelation 12. 
Jhe'was forced to fly into the Wildernck to 
ſhun the perſecution of the Fews:' atid Rev:12. 


Witigs are given to the "Church that ſhe 


might fy a fly and _ her {ef inthe Wilder- 

3. there is ſpoken'of a time 
wherein ll c Earth ſhould Worſhip the 
Beaſt. -- Jeſus Chriſt favs Lzkg 18. 8. ' When 
heſhall come he ſhall find no 'Faith in the 
Earth; and they of the Church” of Rome 
themſelves, fay that Antichriſt 'will make 
the Sacrifice of the Maſs to ceaſe for three 
vears and a halt. 


Jn ws _ mas? 11, the 


Vo — > 4 
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Q. Bus ſome will ſay, we wonder not that you 
jet? thoſe precedent marks, ſeeing it is two bun- 
| d years agoe only, ſince you appeared in the World, 
| fo that you cannot ſhow your Succeſſion, -uo? where 
BW ou were before Calvin and Luther. TR VEN 
A. We do not boaſt of our Succeſſion, but 
'& of our Truth, yer we prove ſufficiently” that 
| ourReligion is notnew, bur the firſt and: moſt 
antient, in making appear that we have the 
ſame Religion that Chritt and his Apoſtles 


, and being truth ir (elf, by conſequent it 
o__ not be mend Took Leing Looakl 
and immutable, and there muſt needs thert« 

fore always have been ſome Church: in: 
the World, that hath made profetſion there- 
of, for the Gates of Hell cannot prevall'a- 
gainſt the Church. Thoſe then that ask-us, 
Where our Religion was before Lather an 
Calvin, we will ask them where theirs was'in 
the time of Chriſt and his Apoſtles; both of 
us begin the Hiſtory of our Religion at thar 
time. 


Q. May not multitude be a ' good mark, of the 

True Church ? {i 

A. No more than the reſt, for it agrees 

better-with a falſe than with a True Church, 
Ran, for eve che ey no anda 

IT: r broad is, the way that 

wo JeliruSiion, and many thers be which: 

inthere ar, Matth, 7. 13. and Like 12. 38 


28 4 Catechiſm againſt Popery:.. 
calls:his Church che liele flock, and: 'Exolu 
23:2- We are forbidden to follow a niu!ticude 
to. do.eyil; in ſhort; multirude:cannot be a 
good mark of the True Church, ſmnce Pa- 
ganr and Mahwmetans are mc r: in number than 
the Chiiftians, and amongſt the -——_— 
Churches, the Hereticks are conmonly more 
MaErOUS "than the Orthodox, as Chriſtian 
"eb g = tewer than the Arians. 

at think you of Miracles? 
+: That we have reaſon to ſuſpe that 
Mak, fince Jelus Chriſt hath forerold us, 
Maud; 24-24. Thar falſe Chrifts and falſe 
ſhall ariſe, ſhewing great figns and 
wanders :. and St. Paul foretcls us, . 2 Theſſ. 1:95 
This the-ſon of perdition will” come with 
figns and lying wonders. | 
\ Q. - How know you that the Mivacles of the Roz 
man Church are lying wonders ? | 
4: Firſt; Becauſe they give Authority to 
ties, as Worſhiping of Images andPraying to 
Sayus ; Secondly, Becaule often they are nop 
don&in the dis of God'and Jelus'Chriit, 
asthe Miracles of Jeſus Chriſt and:his Apo. 
- but in the name of ſome-Images or 
Saint. Thirdly, Becauſe they are Rigncd in- 
yentionsand contrivances todeeeivsthe fim-. 
ple andcredulous, and ro'keepitherty int their 


Conyerr 


ke be? therefore they do- themiinot” hy | 
wblick before thaſe they call "Hereticks, 'ro 


i % $a, a a = 8A, kw 


aac Pa A* this aA a 


Chnyert them, bur ſecretly withaut Wit- 


neſles. To Ee. , 
Q._Hath the Tru: Church wo Miracles 2 ' © - <7 
A. Yes, Thoſe of Jeſus Chriſt and his-A» 

poſtles, which having ſufficiently combine 


ed the Dottrine declared to us, we have ho- 


need of new Miracles to' give Authority 
thereto: an Evil and Adulterous Generatt- 
on ſeeketh after a ſign... Matth. 12.. . 39. 6 
IG. 4. Signs are nor for them that believe, 
but for them that believe not. I1 Cor, 14- 
22, 

Q. May the titl-s of Catholick, and "Holy, be 
marks of the True Church ? Hf 

£4: No, Becauſe- names are not. eflegrial 
properties, and an Heterical Church may 
as well- aſſume theſe Titles as the Tre 
one ;/ belides the Title of Carholick or Unt- 
yerlal, can be no mark. of any particular 

Q:. HY bat think, you of -Unzon ? 0 

, Thar-it is not an abſolme-mark of the 
Church, jor it. is tornd in falle and:Hereti- 
cal Churches whici are well Uaniced,..bue I» 
nion-4n Faith, and: Conformity to the. Word 
of God, is a true mark: of a Churdn, buzif 
deſtimite of Truth. it: is only 2 confpiracxa- 
gainſt God. | 1 ovlve? 

Qu het judgment make you of Holineſvs 515017 


ot oP A. That 
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- A. Thar is the 6nly right \markof the 
True Church, veovided ha Holyne&' it 
Dottrine be underſtood a 4s wel as in ran- 
ners. 


SECT. IX. 
of our Separation from the Ro- 


man C hurch. 


Queſt, Hy have yote ſeparated from the 
Church of Rome » © 
- &. Becauſe our Conſcietice would: not ſuf- 
fer us to partake of her Errors and Superlti- 
tiohs, ſince we find not in her - the only 
mark of the True Church, which is Con- 
formity-to the Word of 'God., nor the 
pure Adminiſtration of the Sacraments: 
Q. But ought not Chriſtian Charity ani the love 
A yo make us bear with their errors ? $t. Paul 
tis that Charity beareth all things, 1 Cor. 
13. 7. an4 ſhould the infirmities.and faults of our 
brithren make us ſeparate from _ and AY 
Union F the Chnrch by © Schiſm ? © ' © 


"We muſt bear with'our Neighbours 
faults, Cod we muſt not conſent-ro-them'? 
nhow we catinot 'cortinue '1n \Comiugion , 


With an Heretical Church, but we anrogs- 
72 SLA = 3 


C( 
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A Catechiſm againſt Popery.. Jf 
{ent to their Errors. 2 Cor. 6..14- Whar Fel- 
lowſhip bath Rightcoulnels witty Unrighte- 
and what Communion hath 4 
with Darkneſs, and what agreement hath the 
5 of = with _ ore it were not 
J ro e Our urs we ſhowld 
defile our {elves with ys Superſtition: 
St. Paul won porn egy to - - _ as 
Charity, and Epheſ. 4. 3 he wot VE-us 
ro keep the Lnity = 4 : 4 Spirit in the bond: 
of Peace. | 
Q. But may not our ſeparation be juſtly accuſed 
of Scheſm ? | 
A. No, For it is not abſohnely ation 
which makes Schilm, but that which is the. 
cauſe of Separation; now our Separationibe- 
mg upon a juſt account, cannot be called 
Schiſm; for the Errors and Superſtitions of 
the Roman Church, made out Separation ne- 
ceſlary, tor God hay ing diſcovered them to 
us, by his Word, we could nor: without 
bringing guilt upon onr {elves negle@ that 
Commandment of God, Rezel. 18.4. to conf? 
out of Babyln, that ye be not parrakers of her- 


{ins, and that ye receive not of her Plagyies** 
beltdes it doth not become rhem DO” 
us with our Scparation, and ro accule us of 
. | Schifm , ſince they: firſt: rhraſt us front'a® 
, | nwongſt them by:their Excommunicationsane 
all | orts- of violence ; and we may nave: 

more 


aw 4 4% +4 - 
” 


32 A Catechiſm againſt Popery. 

pi jultly call. them Schiſmaricks , 

having ſd. unworthily ſeparated from Jefig 
and his Apoſtles and trom'the ky 

of ' his Doftrine by ſo many Hereſies whic 

they. reach. 

© Qu. Tet corl4 yore not for puce ſaks have diſſoms- 
bled, and contented your es with diſta/ting them 
in your. 

4. No, For God vornits out of his Motittt 
thoſe that arc luke warm, Revel. 3. 16. and 
* would have us to glorife him as well in our 
Bodies as in our {pirits, Which are his, 1 Cor. 
G. 20.' and that as we believe with rhe Heart 
umo Righteouſneſs, we ſhould with our own 
__ make Contethion unto Salyarion, Rom. 
WS IO. - ; 


Jags 


Mx AY S 45 A wt 5) HAY js 4 


| SE Q fl X, 
of the Head of the Chureh, þ-* 


Queſt. \ k 4 Hp is thi Head of the __ 
A.. Jeins: Chriſt 'only 


g 
&; Paul (a 5..- There is 'one + Rwy c 

cog 507068 1.'22.* bb faysthar / 
hath put all - Tn. under his-tect, and ; 
| 
| 


Fa 


Rave him ro be the Head oyer fon 

-e£Church, which is his Body':/Newt' as! 

— hath burone myſtical Body ane 
wor 


A Catechiſm again Tporyin 3 
Church, alfo this Body can have-bur ons 


| Head. 
| "Q. But hath not lus Chrih ablibed ander 
NB him one bere upon Earth, to be the viſple Head of 
the Charch ? 

A. No, for the Word of God bath. made 
& no mention thereot, and Epheſ: 4- oh Fug my 
rekoning up te in the 

He. gave ſome. Apaltles,” and = __ 
and -Feachers ; bur ays nothing. ofthis pre+ 
tended Head, which hould b_ been the 
firſt : Arid Jeſus Chriſt forbids all Superiority 
of Authoriry amongſt his Diſcipies, Lake 22+ 
25; 26, The Kings of. the earth exerciſe Lordſhip 


over-them, but ye ſhall not be ſo; ant: 2% 
8. Be not ye called Rabby for one is your Me 
fer, even Chriſt, and all je are brethren. 


/ Q. 1 — ſeem that Teſs Chrift looked or 
St, Peter as a Head, Ordinarily be. 15. firs 
in the Goſpel, and Matth. 16.18. Feſw Chriſt ſays 
' to bim, Thou art Peter'and-' upon! this: Rack I 
will build ny Church.: oy Ts 
A: His being named firſt dods.hae 1 | 
any Superiority of,;Au Dong: -OF,- 
on,” but.of Hongur and Qtrder;hegs 
| Age or Gifts; and when Jeks 
Y vhonathis Rock;will 
| he regard. tothe. peer of, 
:} bur ro his Dodrine, and the Cynkelt 


Ok drm ge: XX. xol Y 


j 


A Cateohiſmm againſt Popery. 
ſaying, Thow art Chrift the Son of the God, 
NS EIS 
dation of the Church, as we are taught by 
St, Pawl, Epheſ. 2. 20. "And are buil pon the 


"OVER the of the Apoſtles and Prophets , us 
da ofthe Apis ad phe, 


Aa Place promiſes to 
groe by &ys of the Kingdom of Heaven, and 
wer rk he ſhall bind on Earth, ſhall be 
Bouni in Heaven. 

\ £: Iithoſe words he gives no Authority 
ro St, Peter, Which he gives not to the orher 
Apoſtles, to whom he hath given the 
Keys, afhd the power of binding Jane 


id in this Sal Piter 
hls Mead of the Char? it would nor 


follow that the Biſhops of Rome are his Suc- 


cefſors-inrthat Office, fince we ſee no warrant 
tor it #n-che $cripeure, neither hath che other 


nd ateny fucorthys in their Offices as 
tes f tbe death of Teſiu Chrift, and Ws 
Aſeenſur, ds nt the Apefiles gekgowhedge St. Peter 


for their Head ? 


.C):2DJL 5 i. 


\ » '' A * : 
: A No 
ec ' A 
# - * ) i F 
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Goſpel in Semaris, and Kt. Pani ſays, 2 Cor. 
11. 5. That he eſteemeth not himſelf 
behind the very chiefeſt Apoſtles, and Gal. 
2. 9- Ting | Jars befoto Peter, he lays, 
pe , Peter Jobs, gave him the right 

| d of Fellowſhip, proves at mn 

__ lace, that he was nor. 
an 


Chriſt : Is divided 2 Was Pazb Criici- 


= he who was Crucihed for 

ame we. are Baptized: 

takes no other Title in his-Epiſtles, | 

| of Apoſtle and Elder, and ſpeaks tothe 

| ftors of the Church, not as having Autho« 
rity over them, but as their conmpatiion in 
ſervice; 1 Pet. 5. I. The Elders that ate urtiong 
Jon Þ exhort, who am alſo an Elder. ME aſt 


D+  - wer 


'Pa- 


A og = Popery. 


, your 
«A . 
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-f the Inovcatio of Saints. 


Quelt,” \ AO we pray to Sams ? | 
XA 4. No.,: Becauſe we: haye || 
neichtr Command not Example inthe Word || 
ot Gaxl'for-ir,” and: When the Apoſtles de- 
ted! Jelis Chtilt to! teach thein ro Pray, he 
| fan norh&m ro pray  toGod only, Lake L1. 2. 
bod rag hom Pray; "Orr (Father which art in 
= po Mr Which is Without the 
Word is wikou: Faith, 'Roye. 10.17: 
F yry.cron: by hearing, -and heating. by the word of 
Gus 3: che a {intoPray unto Saints, fince 
if s'taPray-without Fairh, which is required 
is Ptayer;: James 1. 6. Ls im ak 'mn Faith 


\ 
©-(dnjBet is 4 Pra ying 70 Sai ex prevly forbidden R 
inzls Webd of God 2: \ 
-:YoYe; For God hath commanded - 4 y 
Autone.. and: Serve him only, Matth. 4- C 
p the Lord thy. God, and Tat wh 

thwefeme; now: praying is 'one, of 'the 
chief an ones A&s. of-, Religious Wor- 
: ſhip and Service, and St. Par] teaches us that 


Mexianot call on theſe we do nor = 


A Catechiſm againſt Popery. 7 
Roms. 19: 14. How ſhall they call on him in wha 
they have not believed ? then we are not ro Pray 
to Saints, {tnce 1t 1s not lawful co pur '6ur con: . 
fidence in them ,  for'' God declares them 
curſed thac pur their truſt in man, Jerom. 7, 
5. - Citrſed be the the man that tr ufteth 7 in thajr 
——_ is tre” we- are to ſerve God only with 
ice of Latria,* bit may we mot” ſerve the 
F ef a the ſervice of- -Dulia | 
© #. Theword of God admits BEYe! this 
diſtinfSop, and Gat. 4 8. St. Paul coriderins 
the Phgans thar they gave ſervice of- 
tho which b hr pore no - | 
oweyer-exce rs are, Yetrney-are: 
not by Nature Nog tick v 1.443 (O79 
bp eni yy may4pe not -45 well pruj t6-thy Saints 
an n, as we defi the Prayers of Believers 
bere'on Earth ? © © 
A. Becauſe we , carmot Pray to © 
which arc at ſuch! a Frear diſtance" Haq US, 
| and have not Ears'to hear our Voices | bur 
| we mult acknowledge them'to be 
| of Gur” Hearts, - arid} 5a know the irterled 
| chqughitsvf our "awhich's +0 arr Þuts 
| | cotheerrature th ” W isonly die t0 = 


» - -w 


- reator * '2 Chj 12G: For rey Brag 
: hearts of the © men. © Feeds 
; Wow 1 true Ferg Wd none but Git i 


mediately know the heaits of men, but Sai 
Row them when God reveals thei "Ig Het 
. Ss, D p 


? 


it, but it is not fut- 
000 that we be aſſured of 
God. but -likewiſe of ws Ys 
are {0 far oy Ns havi 
Ythar God will reveal the ons! _ 
rc below, to the Saints in oy py 
he Scripture bra, rn y : 
that is done under the an 
(Ee Eljeb bids Eliſba ask what he would 
Was acai away, 


ng —_ 


The: they 


VEno morc po 


2 = 2: 9. Fre 


Ethis eos 
a Ne — 
= cxrnor be — into a ; general « 


= it would ſeem t 
pE things) the ſponls ſe 


hat ſeeing God 
all Fngy 6 in 


6 << ww» + 
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A Catechiſm againſt Papery. I 
Q Tet Fiſws Chriſt ſays, Luke 15. 9. Ibat 
Pk wy in Heaven over a fuer thitt ves 
penteth, then Chir mi lrw fe nrceneet Bs 
nerſy end conſequently their thoughts awd .inclinati« 
ns 2 
gat” Jeſs Chriſt ſpeaks nor of Sine bat of 
Angels, as he explains himſelt werſe 10. fay- 
ings Tho yi the pre #be Angels of God 
over one finner that repenteh : WE need not 
wonder that the Angels have' fome -know- 
of mens repentance ſince they:are {eng 
_ for —_ gow 5g eclls ns, 
I. 14. Are not nuniftving: ſpiyits 
IT: them who ſhall be bers of - | 


Q._ But what ſay yo of dhe Loveer Bbdja) wins a6 
foram: after be was taken np imo Heaven? 2 Chton. 
21. 12. 

4. That Elza writ nor that Lenes afrer he 
— » bur before, having wrir! icy 
—_ of Propheſi, and left it on the Earrbs, 
and fo was: giyen afterwards to. Iran by 
owe Proghes is whom Eljgs had oollubths 

Q., Nuothelfs atvified Saints mu boos ſome 
e of the: condition. af Bulievers bew'ou Tons, 
fines they rake cave for their Salvation, and $t- 
goons, ,2 Epiſt r. 15... That ft 
= 
e thing 8 that he had taught 

Wy. D 4 &. This 


_ . f-Catechiſm againſt Popery. 

4. Tijaxthd paſſage .is not. well and" rightly 
ranflac fo, for St.\Peter ſays not that ho wil 
endeavour. after bis death that Believers ſhould re- 
ember: thefe-things ; but, that they ſhould Yemen 
ber them after bis death. 
| Few re leaft 'it 'i5 lawful: to Serve and Pray to 

iwhich aſſiſt us and are near tous. 

= all for \Revel: 22: g. and 19-10. 

fe :Was going 16- Worſhip the Angel, 
the Ange! jars Fir him, and took him 

See "thou - do it not, IT am thy fellow 
frith p Gods and St. Parl te jets Wor- 
ſhippingiok. gols as ſuperſtitions, Cal. 2. 18. 
Tee anbetat you F your reward; in'a wlun- 
#ary bumility and worſhiding of Angels, intrnding 
ito theſe #hings which he bath not ſeen. 

Q. Tere ſee that. wnder the Old Tetamnt Be- 
levers have often worſhipped Angels, an1 Prayed 6 
them: Abraham bowed himſel prnger— .tht grown 
before thenws: and ; 4 little ofter Gen.. x 
(IS !., 

A. Lonfvecr Abroban and Lot did worthink 

they/were Anggls,. bur men that-wereſtran- 
for wh they make ready ny 
this hontage-' was only Civil, an 
acceareing to the Rufterr.cultom when: they 
bo yr non mae bur. = knew one. 
themWas the Lorg; 
hin, ad Prayed ro him likewiſs 
369%} | * BY '' 4þ 
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decmed mefromall and. bleſs 
let my name_be named.on hem, 
names of my Fathers, Abraham and Iſaac ; fri it 
woul4 ſeem that in this paſſage Jacob prays to an 
Angel, and "that he woul4-—have tbe children of 
Joleph pray to Abraham and Ilaac 2 
4. T anſwer this was-no-. Created "Ahgel, 
but Jeſtis Chriſt , whom Malachie calls the 
Angel of the Covenant, Chap. 3.1. Andonp 
of thoſe that appeared--to'-Ybraham and Lotr, 
who 1s-oft times in the 1 and: 19. Gb, of Geer 
fir. called the Lord, atia he with whom. Zaceþ 
Wreſtled ; -Hoſea' 12.'3, 4 the ow -- 3 Jays, 
Jacob by bi ſtrength had power with 
had power over the Angel, and 
Facols deſiring that his name, Low 


34 


of his rowers. ſhould be "named / On pry 


Children.of -Joſeph,, isnor: that he would dave 
them: ro Pray to him- and yg 
that the Children of Joeph h, to Wit,; 


and Manaſſeh ſhonld be by his names a 
C_ of ' Facob, and+. be partakers with 
theng, as two different Tribes, which was 
obleryed when the Land: of Canagi Was.di- 

2:.btr befides pe by in vain _ 


Don of the Roman to allege mate 
ages 0 our of the Old Ted ent, for the In- 
vocation 


yes be 


ob Gnohſi api Piper PF” 


a. 


1 

{ 

g 

| | 

Of the Interceſſzon of Saints. | 

| ; p 
Queſt. E  muſerable ſinners, how can | © 
| WV we chair 2007 tothe Dinar: Mo- fl 


bus hey ddedicr, but we need not for that 
endemploy Saints; for if we have finned we 
have'an Adyocate with the Father, even Jc- 

fus Chriſt 5Sqy, yay 1 Fabn2. 1: And 
+ JefusChciſt lays, Jobn 24. 6 Fam the way, the 
' _ wwth, kndthe lift, ne with cometh tothe Father but 
20. But 
gs? 


may not Saintrond Angels be alſo Medi. 


For Se. Pau ſays, 1 Tim.2.5. There 


A Catechiſm againſt Popery. . 43 
2 nerSf wh to be fir in the 

Cotes __—_ i. 
"4 The Greek, _ wy this Conte 

ES ly, as ao 4- 

Tr + the Roman Charch tn *hp 
Lowvain Verſion have turned it fo, in 
the next Chapter Verſe 2. Thar a Biſhop 
muſt be the Husband of one Wite, they have 
it of one only, and it is clear in that 


place it ſhould be taken , for the Apoſtle 
would have us to underſtand that there; i8age 


Mediator as there is one God : now there s ' 


but owe on) God, there-is therefore alſo but 
one only Mediator. 
PS -— prapdayaty 
\ demption, but there may be more for 
| 4. Not as Interceſſor is to be underſtoad 


Saints, whoſe Relicks are nd the Alear : 
Now bean be no ſuch Int I 
ſus Chriſt gay. who alone bas 


vacate and Groban] tran 
2.2. Andi is 71 this beloved 


«, Eph, 1.6, 


= A Catechiſnz againſt Popery. 
©: iFhy may not glorified Saints Pray #6 Ged in 
Heaven for us, as "well as Believers Pray for one 
anoth:r on the Earth ; have they leſs Knowledge 
Wit Charity in Heaven, then they had on Earth ? 
> &Glorified Saints may pray for the Church 
ifygeneral, but nor for particular Belieyers, 
nor for 'want of 'Charity, but for want of 
viedge of the perſons and their necef- 
fities ;'for though their knowledge be nwuch 
moro'perfe&t becauſe of their ſeeing God, 
er have they no'more communication with 
Beliey ers here on Earth, as it hath been Aid 
e; that they have no more portion for 
mis thing- that is 'donie untier 'the 
un. 
«v7 Q Bute it norexpedient at leaft to make uſe of 
then Tyrerceſſion \of "Saints to go ' 0 Jeſus Chrift 
Py: | "*, ": 


#1 238/>No, For :he commands us wo come to 
Iiilhifelf; Matth01::28: Come znto. me all ye 


7 
pu _ 
pay 


—_ . x - 
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of Lnages. '& 


8 Queſt. $ Þ-not lawful to make Images of God ? 
| I A. No, for the Prophet Iſaiah 
ſheweth us that God cannot be repreſented, 
Chap: 49, Veyſ. 18. To whom-will ye. liken Gog, or 
what Likeneſs vill ye compare unto bim! And Dew. 
4- 15. Moſes ;{peaketh, to the 1/raclites, laying, 
Take ye heed unto your ſelves,. for ye ſaw-no mapner 
of Similitude on the day. that vhe Tord ſay vp 
you in Horeb out of the midſt of the fire.: 16. Lyft 
ye corrupt your ſelves, and make,you a Graven Image, 
the ſimilitude of any Figure, the Lkeneſs of Male or 
Female. "eget ” ER | 
Q. Nevertheleſs, Gol hath often , appeared to,Be- 
lievers under the OI4 Teſtament in OED ſhape 3.46 
0 Abraham «nd Lor, Gen .18. & 19.., ....-. . 
A. Extraordinary Appearances of Godare 
not to be the Rule . of our . Actions, bur. his 
Commands :, and though God. appeared...in 
Humane Likeneſs, yer the. Church I pg 
neyer made any ſuch. preſentarion ot hun. 
-Q: Ir it lawful to ny } es of Saints, and 
give. to thens any Religiows Worſhip cr Konowre c 
41D, for God bath Fr iden us 0 bow 


down. Ore any wharloever if 
4. FINS T3 $ Image v , B96 


any _ nor s of any thi 
that is in Heaven dove , or in the Eanth Fr 
= Thaw hed we bow davm to thaw, aor ſerve 
Syn word ſhould he translated Idol, and not 
for God forbids there only the Pagan Hlols, 
mg fe repreſent falſe Gods, and not "Images of 


_ 

A. Images both of Saints and ls are 
forbidden ; for he forbiddeth xo make any 
Likenelsof any thing that is in Heaven. + 

Q. Why then did Ged command to pit Cherubims 
upon the Ark, and in the Tabernacle, which did re- 


Ps 1 bs. 

was a Command of the Ceremo- 
Law, which ſince hath been aboliſhed 
us Chriſt ; but the forbidding to Worſhip 
is a' Command of the Moral Law, 
is eternal and indiſpenſable. Belides, 
they were rows there to be worſhipped by 

the people, for there wererwo Veils betwe 

the and them; fo that the people could 
not ice them © and there moreover, an 
 "expireſs Command to e Cherubins , 
orig uk ware eyes oh 
TIT Sen kar (hem 


x No: We 6 the Re Saimis? 
"2 Nos ſhould have A argo 
He Seer of he falnm 20 Mhntyr ee: 


IS © 8 «a + —_ 


OH 25WmWea +ea,o Þoo 
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4 Carli gat Fprje iv 
their Bodies have been the Temples | 
Holy Ghoſt; bur to give thern 


1 is to leave the living Repos 


And God bid the body of Moſes, 
hep flel Pun hav 1 of Moles i 


- 


SE CT. XIV. 


Concerning Praying for the Dead. 


> $ Rr en we ha 
i e we have net- 
ther Command nor Examp le in the Wordof 


a and ſince the Scriprur —_—_— 
o pl. ven tor the Righteous, 
Hell for the Wicked, our >. one 


draw the icked our of Hell, for their Tor- 
ments are to be Erernal ; nor can they add 
to ke coy of thoſe i in Heaven, becaute 
tors Hang a; 
Tet we an m the 12th Chapter 


of the 1:4. Book, of the where Juda and 
bis Men prayed for their Brethren which were lain, 


nk ey Garmend 7were ns. 147 


"2 Fi Bn ene Cr <a 
| coin as ſuch by the Chtch'of 


- ky oy fliden 


flidey..in- among ng che Jos 4n;tþe-timeiof ths 
raQtice cannot bean _ ' 
ample to be qd neither did re 
that they -mighr:be delivered our 
PO bur that icy might be happy ar the Re, 
arrection, as it appears from Yerſ;-444  \ © 


SECT. XV; 
Of Purgator Ye» 


Quelt. D 0: Ton. believe that aftew'thig Life the 
Souls of all Believers goi to* het fire of 
Page for many years. to 'be tormented, that they 
mar purged and cleanſed from their fns. WEEN 
- For-the Scripture {peaking of the 
Ces of Believers after this Lite, rells 
ls, 1a.” 57. I. That: the Righteous js taken away 
+. the Evil to come, and ſhell eiter jnto-Peace : and 
Rev, 14 13. that Bleſſed are the Dead:that die in 
the Lord — benceforth ; yea, ſaid the Spirit, that 
they. nay reſt from their Labours, and their. Works do 
wp won And-Feeleſ. 12.7%. Then ſhall the 
return t0 the Eatth 9s it was, and the "Spirit 
Jhall return unta,God who gawe.it, "\ARd-2-Ger: $ 
7. that If our 'egrthly Houſe,of this. Tebiryacle wor 
Ate, we haze. 4. Driongie's of 430di & not” 
with hayds, |e4pmal in he: Hltavenni(>: 
wie Tru Chrit, by-xbe: penn Tr] 
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2 Civiahify aqainh Pipey. 
Dives and [es exc m, hs Bio 
' _ Death are aiod bank Hbraham's Bo- 


{om «© bi 
Death he tay lays t9 ne = 
thou ſhalt be with me in Paraaife. ene 
- St.. Paxl, 2 Tim--4- 7, 8 In | 
ſclt, That having kept the Fairh arid 
he good Fight, he ſhould: receive the: 
&s : and the Spirit: of! 
g ys # Believers, Rev. 2. 10. So pe 
Death and 1 wil gre thee a Crown of Life, In a 
word, Telus ruſt, John. 5- 24- laith, That: . 
tl be that believeth on him, ſhalt never enter into con" 
demmntion, but is paſſed. decth » wito Life: And 
St. Pawl, Rom. BS. 1. lays, There'js no coridertina- ; 
tion to them which are in "Cbrif eſis : then cer. ©? 
rainly yeither in this Lite, nor in thatwhich 
is to come, 1s there any condemnation: 20 
chem ; it muſt then be-much raſhnels to-can- 
demn thoſe whum-God- hath jultified, and 
to think that God takes alenkirs! to puniſh his 
Children ' many thouſands of years'forSi 
already y pardoned, and for which he!” 
had ar tisfaftion by the_death of his Son 
our Saviour. 4 
- Q+:But fince the Seri ere tells us, Rev. 24. I7. 
no unclean thing ſhall enter BeuE: 6 
Holy 'City, is i not neceſſ#ry that, Suns Jolteb | 
infelted with Sin ſbould Ip with ms 
| 4 be preſented-pre holy _ God? Y 
0 4. 
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TED of the Revelarlor God 

| ETD: Tra joe Frys -_ 
1 as rat an LErers, 
_ = th and fallrhood. 


and. who'earered not into ihe City of God; 
Revel. 2.15. And-it is not material fire char 
cleanits the foul, butthe bload of Jeſus Chrift 
charxleanſerh usfrom all ſin, 1 John 1:7: for: 
bywceru of his blood our ſins are blotted 
our: \WE aft al{s cleanſed by the Holy Ghoſt 
in” Regenerarion and SanCtification :  Swch 
were” ſatis sf you, but Ye ave waſhed, but ye are 
ſandtified, bit ye are j in the nate of the Lied 
Fefits. and by the ſhirts of ou God, I Cor. 6.11. 
: Fas mon Believers no need then to be purgeth after 
xx: 7 ih 

| A."'No,"For God hath in this life freely 

all our fifts, Col. 2. 13. -Neither” is 
thereany: place f nt. ys and Amend- 
fannt aber this life, _ the Tree fal- 
echchere i ſhall be "Ecele."'1T. | 
 » Q.:2# hat. do you anderftant Jhe by the fire 
St. Paul ſpeaks of ' 1'Cor.J.1 5. That the fire ſhall 
ty every mans work of what ſort tt s ?. + 
A. I underſtand the Word of God: by 

omen Dodrines are to be tryedi»for the 
wn 9 Cie that place f of the Dodrine 
, as Yof a Building, whoſeFolai 
r= is.in Jeſus Chriſt, and upon which'Pa< 
_ builded oat Gold, Si 


= 


, \aridPrext- . 
Ons | 


nn. Ss, x * _—_  ; ” - —_ 


A Catechiſm againſt Popery. © 
ee Wood Tay, and bbc a 
and ers, ay, an cu 
light and curious Dotrine, which Fila 
and'vaniſh away when they arccxamin 
the 'Word of God, as Wood, Hay 
Stubble in the fire is bred, and mined 
NG ut 9 Paul! \i Cor. 
Doth not that ſaying of St. Paul, 1 Cor. 15; 

20. W hat ſhall they do which are Bapriſcd tor 
the dead,if the dead riſe nor,imply a Purgatory 2. 

A. This paſſage cannor prove Purgatory, 
for it is only the * pray; pans that the Ape» 
{tle confiders, Many Learned ; men in the 
Church have hog: that St. Pat of 
certain Hereticks, who denyed th chars; 
Ction' of Jeſus Chriſ, and Tor” W wh arly of 
chem dyed withont Baptiſm, Baptiſed ſome . 
others for the dead and in their - name, 
fearing that. they ſhould be puniſhed: for 
avian without Bayeilin 

Q- But Jeſus Chrift ſays in Manh: V2. 32« 
That the fn againft the Holy Ghoſt ſhall not" be 7 
given either in thieworl4,or ini the world th come there 
muſt then be a worl1 * come in which fof Lis for: 
groen ant prniſhed ? 
- 4." Fhele words, ſpall not be forg 
nifie only that '# ſÞall- be A ET 
os 1 in that" which is to come 4, as I | 

ns "it -Chapt R429 He / ac. » Jr 1 CD. 

th againſt the 24 Ghoſt hy | has rh PW 


$2 A Catechiſm" againſt, Popoyy: 
iveneſs; but is in Danger of Eternal 
DISencts Alſo by the Warl] to come 1a oe 
. underſtood the day ph Judgment, in w 
ow © INS kei us Sins ſhall be forgi 4 
nd puniſhed, becauſe then ſhall be publickly 
ahonnced the Sentence of Condemnation 
- 3 Abſolurion, Ln_ - —_ Paxl pray- 
ed for Oneſyphorus, That he might fin the 
Lord in that day. 2 Tm. I. 18. ts 4 4 
mercy. or Puniſhment would be on | 


SECT. XVE. 
Of Human Satisfattions. 


Queſt. (24 men- ſatisfie the Jultice of Go1 for 
therr Sins by Works of Penttence, 4s 
Faſting, Alns, ie te and ſuch like * *© 
A.; No, for are imperfet, and to 

think thar an Suffiring and Pains, bur - 

of Jeſus Chriſt; can Reconcile us to 

© en. the Blood of Jeſus Chrift and (Ox 
| ſuperfluous and groin. & - 
Gee not two payments for one deb 
| DO 0 rp pat Col. 2. 1} 1, Thr 
God bath freely forgiven Mow Gels in mg | 
out the band-weritinng of Ordinances that was ag 
a, Natig it » bis Croſs, and this Word = 


| EEE all Satisfa&tion on. our for as 
LY im Ix. 6. 9, Fy ace, then-it | 
E got Q. Bur 


4 Catechiſm againſt Popery. d 

Q. But they will tell you that they hol4 the * | 
penitential works, Satisfadtory only by vertice f 
death of Chriſt. 

A. Thele things are contraditory , for 
jeſus Chriſt dyed har we ſhould nor &£ ob- 

iged to make farisfaftion our (elyes, and to 

pay thar debt which it was impoſſible for. us 
ro pay; and the Apoſtlc, Hebr. 1. 3. tells us, 
That be had by bimſelf purged our . ſs, an Fs 
by our making Satisfa1on. 

Q. God hath indeed freed us from the guilt of our 
fs, for Jeſus Chriſt's ſake, but not om all the 
puniſhment of them. 

4. This is an abſurd evalion, for the _ 


yenge the abs Tas unto. S.., 
Q. Net Gdd often inflifts Br 
pardoned Sins, as he 4id upon David after ha 
ſigni ted to hos that bis Adnltery and N der wet 
pardoned. 2:Sam. 12. 10, Sh > 
A. Such:  pniſineas es ge 
tumble andcorre& his Children, bi 
tall uſtice, and are n 
chan of Juſti | 
Ee Es Þh, ens rem Gd 
. Correfteth, 


%*. of 


UW A Caecbiſm agoinft Popery 
eg Fire efore-. deſpiſe not, thon) the 
Vis ha Imighty, Job 5. 17... 
5 at ink you of $8 _ ant Pilgrimage 
h wheat works, by which th; Reman 
Gree cg) Ck atisfacion to the Fuſtice of 


oF, 4, ' Not of ofly that they cannot.fatisfic Gods 
'Fuſtic at they, deſerve pethement, 
> Hay ar Superſtitious  raditions of 
Tnerand of which it ſhall be aid,}Ybo hazh re- 


2 KL e things at your hands ? 
bs 


at ſa you to. the Counſel that Daniel 
Ezar, to redeem his fins by Alms ? 


ke-doth nor mean hat the Almg 
a eek er be th he I 2; of _ Fr 
t e W uld Caan 1S: WC 

eek EE od ge 


make up the Fins 

With bi (ice, an 7 exiotrions, b 2 {ct 

s viegdr nc of life, and giving 1b rally 

toThe poor, and that. in ſo doing God 

d be tc PR fo LAN who irs 

Ky .to _rep*nting: ſinners hath, pro- 

* 2628 "18. 21, 22. Sar if the wicked 

fins;they ſhall i not be mentioned, 

the Wotd Tranſlated by, ome, 

ol break; .to tear, and. un- 
ONE, 

by ojir Works +. cant. nate ſai efoiinn 

+ than we cap io lefs do it i, others 2. 


4. That | 


Wk - oo HÞÞ@ i —_ A. 


< Thad Wd ««. 
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"4Caubife pl Paory, 33 | 
4. Thar is certain, therefore the Apoſtle 
Galat. G. 5. tells us, Thar eycry man ſhall 
bear his own burthen, and 2 Cor.”5. 10. That 
we mult all appear before the Judgment Sear 
of. Chriſt, that every. one may, gKoweitht 
things done -in his Body accor _ he 
hath done, *whether ir be good or . 

Q._ Net, Colol. 1. 24- by Paul zells us 


be fulls that which is -hehind. of + ny 
Chr jk in his Flaſh, for Hi Body Juke, ih is the 
Church;? 6 8k wi 


A. St.: Par ' Gxing, for his Body. w 


the Church ,, anſwers. this. objectionaor ei 
ſhews pI ve be beliges Jens 


Body, elulterings Fin accorpphthe on 
the - Re he {aid ;t is finiſh » 
39. be tath a Myſt EE MEA 


Whole Aivions A 
Sufterings of Cori, | 
on with Chriſt, whe PC —_— 
is done. to. any of, his, 45.40 42 Pagani! 
Matth..2.5: 49. and, Who-, cd Hogs nl 
to Sal, Who Perignanrg, = Churchedn dt. . 
£41: Saul, Fe, i wby Pay ae toy thounge.f\ and. 
xr! a) ng. L hat he, flere Ky es 
which 1s the Church PER 
be. bur. for hay ; amp _. Bit 
SAP . 
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SECT. XVII. 


If the Sufferings of Chriſt were ac- 
gy on the Croſs. 


F 


CES RMRp>MqO=MHOM Oo 


Queſt. Y/'Gur "OY that the Sufferings f Teſts 
Chrift were accompliſhed on the Croſs, 
S contraiet that which they ſay you Teach of 


brift's deſcending into Hell, that the Soul of Jeſus 
locally Geſcend into Hell after his death, and 
ws tormented with the Devils till bis Reſurrection. 
© "This Accuſation is an impudent Calum- 
api by invented by the Monks to make us odious 
nb on the contrary, we have 
ught that the Sufferin eo cſus 
—_ finiſhed. in his deat we 
overthrow the Doctrine of Panitoay, and of 
Ceo and Chat Chriſts Local Deſcenſion into 
Hel, be » his » wp work .to the Conyerted 


Furs: rages” ols, Lacke, 23. 43. This day 
fe hr rn in Paradiſe , Which words 
Was __ our Sayiours in 
or ſame day. 
Q. What bath grven occaſion t0 this Calumny ? 
|.  £. AnEvangelical Doctrine plainly taughr 
in the Word of C of God, thar Jeſus Chritt ſufter' d 


', not wy in his Body, bur JG in his; 
Þ 
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A_ Catechiſm againſt Popery. 57 
Soul, having been extreanily afflicted and 
grieved theretu,which made him ſwear dr, 
of blood, Lke,22.44-and to lay, Matth. 26. J85 
My Sowl is exceeling ſorrowful even unto death, and: 
upon the Croſs, Why haft thow forſaken me? 
Maith. 27. 46. Which allo was very necel- 
fary for our Redemption, for he being the 
Redeemer of our Souls as well as of our 
Bodies, 


juſtifies that; for being a relarive 
muſt needs deſign the damnation {poker 
before, which is ſich as all Chriſtians gram 
Jelus Chriſt hath ſuffered* ( viz. }-Fhar bi 
drunk the Cup of the Wrath of God for 
and ſuffercd-rhe Puniſhmene that Sinners ha 
4 merired ; and afterward the ſame A EX 
lains himlelf ſo clearly, that without much. 
lice he cartnot be accuſed of teaching thar. * 
J Jctus Chriſt ſuffered the Puniſher habe: 


> "A canhiiregtÞ 
ried in Hell-»w#h che; is; for hepur 
is difference itepixr Jeſus Chrilts Subfering 
and the .Widkeds\Swfterings, thatthe wick 
ks therein, tut that the Anguiſhwhich 
{offered was but' a: Sting for: to prick 
bim, and that che:widtad deſpair and are an- 
gry,agaimſt God,and on him: whereas 
Grin Chriſt never ceaſed to hope mays in 
inthe midf of his diftreks- 


SECT ASvVITL 


of + —_ 


"4 Devotion to the Images 
7 PE 4 aints to be curt4 of any 

, ug in our undertaking ? 
Its. leave the Creator, 
Whereas we ought to 


Ne 
lyk or Grace, tohelp 


us bao Role 'b, G2 r6. And the mercy 
of Temes being xx TT: to all Nations, he is 
Tigre Acc E irrOne place that, in ano- 

cher” as 3 Chrllt 5 th, the Semaritan yon ths 
| &#n and the Jews about the 
"of A Sk Whph the one would have 
gathers in Mount Gari- 
py JO! 4+ 217 Big Woman believe me, _ the 
h whey pe oſpall neither in this rage s 
pr at. "Jeruſalem w3lhid the F wa? but the 
true? marie ſhall worſt yp the F ather in WET: and 
an tr : 
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Of Monkifh Vows, 'and firſt of 
that of a Single Lite. | 


Queſt. Mz: one lawfully Vow a ſ mh hs t9 
For afrglc life x/anliſc 
A. No,For a {mngle lite 1s.qnly.hit 
that, haye the gift of of 6,008 
that haye it not, God commands to. 
1 Cor. 7. 9. If they cannot contaiy. kt them. Rei 
for it is better to marry than to buy, 
(). But may not perpetinal Continency, be V. owed 4 


God ? 
A. No, For iris the gift of God in 
our power, St. 20 ara Re BE: 


7.1ays. 1 would that all men were even 4s Ln. Je 
but every man hath his proper gift of Gol, ong «fie 
this manner, another after that-.' * - 
Q._Who arethen: they. that m hoe _ 
uuches for the Kingdom of. Tegren 
4 Tho tharfnding' barGod hath 
She gift, have taken up a firm reſahs - 
in ING toabſtain from Marriage, "that 
they nay . {crye'God with. more .liberty.an 
lels diſtration;z bur Jeſus Chriſt might AYS 
DOT RTE ee that all men cannot. revel 
us ſaying: Matth. Ig 7 4s b- 


= — 
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@ *A Catechiſm againſt Pry | 
Q. Tet St. Paul Condemns widewys, who bguin | $ 
conſecrated themſelves t» the ſervie ty 
would afterwards Marry, 1 Tim. 5. 12. H 
damnation becazeſe they bave caſt off their -f 


A. St. Pax] condemns them, becaule- by 
Marrying they make themlelyes uncapable 
of ' fulfilling rlieir promiſe -ro ſerve the 
Church, and nct for their Marrying, and 
therefore leaſt they ſhould be obliged to quir 
their C _ - violate INT by 6 
Marrying, $to receive any into that 
anda onde threeſcore, and —_ iands 
young Widows to Marry, faying, I wil #/ 
therefore that the younger women marry, 1 Tims. 5. fr 


"T | | 

Q._ Is thir commandin the 1 Cor. 7. g. If they Þf tc 
cannot contain” ter them Marry, male to Mri- | H 
nifters and Eccl:fiaftical perſons as well -as to other fÞ k 


? tt 
pope 'Yes, For Miniſters are as much obliged || b 


wy ky as cthers: and therefore Eccte- || tc 
cal perſons under the Law, did Marry || at 
both Pricfts and Prophets, and under the Go- ff i 
ſpelt St. Peter was Marricd, and Philipche Evans 


in 
tc 
geliſt : St. Matth.S. 14- Ads 2L g. And St. Pat &} p 
TC. 9. 5. tells us thathe had power to lead a 

bore n 


a Siſter, « Wite, as well as other A- 

poſtles and Brethren of the Lord, and Ce- 
'phes : And 1 Tim. 3. 2. he would ves We 
AF. -- 
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ZAR ardARS "7 
ts be the Husband of one Wite, and 
De he of them- who ' 


$ yp te {educing Spirits * 
Peng Þofrines of Devils, 1 Tm. 4 1, 


SECT. XX. 
Of Vowing Poverty. 


Queſt. | py awful to Vow Poverty to God, and 
our Goods for to ſhut oxr ſelves up 
the reſt of 'our apy Exc in a Cloiſfter, an1 beg our Bread 


from door to door ? 
A. No, LT Chriſt indeed Vin, an 
o quit joy our Goods iv 
Houſes for ro ow him, _—__ by 
rn them without difſemablin or 
ruth, bur he us not to 
- on the contrary would have us Gen.ÞIg- 
to cat our bread in -the fwear of our | 
and 1 Tam. G. 18. thatthe Rich ſhould witles 
in good Works, ready to diſtribute 


to communicate ; and -Epbeſ. -4; 2B, the A- 
poſtle would have us labour TEA g with 
our hands + the things Þ and 


that we may have to w him that * 
neederk, or: 


Um 


Gf — 4 Conbjragat Dgey. 
{--; ;Q«_Tet” Jeſme:Chrift commarideth the young mh 
Matth 1g. 21. to ſell what be had; and give it to 


-the Poor # | | . 

1 4.Jctus Chriſt commanded this young man 
to do it thathe might make maniteſt his Co- 
vetoulneſs, and to ſhow that he loyed not 
God with all his heart, as he had boaſted. 
=__ [4- 26. but he commanderh not others 
to dO It. 


TR.CI.. XXL; 
Of LVowing Obedience. 


Queſt: F S i lawful to Vow a blind Obedience 
bas -, withgut contradiction to # Superiour ? 
-:x4No,For God only hath Soveraign powet 
Qyer: our | Coniciences; I Cor. 7. 23. Te art 
Jools with a price, be not ye the fervants of men. ' 
(1 Q. What think, you of the Vows of Children that 
witheut the conſent, and againſt the will of their Pa- 
Fejity-apd Superionrs put themſelves into Monaſteries ? 
noA-1;T hacthey age void, for the'Scriprure 
tells us, Ne. 20:5. Thar if a Father difal- 
law the Vows of a Child yer. in his houſe, 
 Jhall: nor. fland; .and chiey that allow 
lah Vows:make void the Commandment 
of God, Honour thy Father and thy Mo: 
ther, by their "Tradition , as Jeſus Chriſt 
a:£ £ | | chatgeth 


© A-Gonchifm againſt Poppy. GO 
c_ the Phariſees » Matthew 15, 


SSSCEAXXXNIL 
Of Lawful Vows. 


Queſt. \ \ JT Hat is reanifie 3] Jan'fu Vows ? 
A. Firſt; I hatthey be made 
to God only, and not ro OLI I 7611-: 


Pfal. Jo: 14-: Offer wnta es ie) 
thy Vows unto the moſt bigh- Secondly 7 {2 
aw 


the things Vowel be lawful and x4), It 
Was a wicked Vow of the Jews, not to cat 
nor drink till they had killed Paul, 4&s 23-12, 
Thirdly, Thar ir *be not raſh, as Jeptha's Was, 
to Cacrifice the firſt thing that 
him after his Victory, 7a1g-11. ZI- an He- 
wds, Matth. 14. 7. Fourthly, That thething 
Vowed be our own, and id War it bein our; | 
power to fulfil it. 

Q._ Are unlarrful and wicked Vows to be kept r J 

A. No, For a wicked and raſh Yow "ought 
not to make us violare our firſt Vow in Baps 
tm to obey the Commandments of. < 


and the keeping and fulfilling ach Vowsis oi 


IS ($6: renter <rlea.rhag 05 
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: S E C T. XXIIL 
# oncerning Fafte. 
NN be blamed in the 


x Queſt. VA/ He thi 

A. Four things chiefly. "1 "Their making 
diam confit in diftinftin of meas, and nor 
in abſtinence from meats. 2. Their oxdering 


theha preciſely at a certain time of the year, 


* Without reſpett to the fitteſt time, in which 


hr particularly to humble our ſclycs 
before God 3 Their being become Super- 
ſtirious, and being impoſed with as much or 
more rigour than the Commandments of 
God. 4. And above all, the believing that 
cy meric Eternal Salyation in obſerving of 


S _ ſach Fofts Condenmed in the Word of 
God? 


- Yes, for St. Paul forbids us to make any 
diſtintion of meats, I Cor. 10.25. Whatſoever 
i Sold in th: Shembler that Eer, arking no queeftion 
fy Confeine ſafe And our Lord us Chriſt 
_ rells" i Manh. 15. 11. Not that which gocth 
into the mouth defileth a man, but that which cometh 
ext of thy month defilth @ man And 1 Gor ; fon 
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A Catechiſm againſt Popery. 
Meat commendeth' us not to: God, for hither if 92 
eat are we'the better, neither if we eat: not are "we, 
the worſe. And Rom. 14- 17. The i. ys. of 
God is not meat nor drink, but- righteouſneſs and 
peace ant joy in the Holy Ghyjt. And aboye all 
che Apoltle ſpeaks very gxpreſly, Col. 2. 16. 
Let no-man judge you in megt” or in drink; | And 
I' Jim. 4- 3- he ie {ays that thy are | ſeducing Spt- 
rits, teaching doctrins of devils, who command to 
abſtain from meats, which Ged hath created to 
be received with thankegivng of them whneh vive 
and know the truth. 

Q._ It may be anſwered to th fe evo; that 
in them Sz. Paul condemns two farts of perſons; 
Firſt, Thoſe who under the Goſpel wonld oblige 
Chriſtians to obſerve the Ordinances of the Law; 
ronching- the diſtinftion of meats, which we 'owught 
not any more to obferve becauſe they were ſhadows 
of things to come, bict the web P] EE Chriſt. Coloſ. 
2, 17. ond Zecon dly, Thoſe, who - locked on 
ſe "me. meats :to be ; polluted by ons, as ſonte Her-- 
ticks have dine, but th:ſe paſſages do nt ſeen to' 
condemn thoſe who in ſome certain” timgs -ordained 
abſtinence from ſome ſorts of meats 'to bumlt and 
ſubdue. the - fleſh. 

hf To the firſt * Aniver That LN rw 
Coloſ. 2... 20. would. not-haye Us #0 
Ordinances of the Law about the diſtinRtion 


4 becauſe we. are dead 1 
bob "rlianes of 
P 


ey were Cemoro 


a. yon 


66 ' A Catechiſm againſt Popery. 
God, 'much leſs are we obliged, ſeeing we 
are dead with Chrift, ro oblerve New Or- 
dinances, which are but inventions of 
for we oughr ro ſtand faſt in the | 
Wherewilth ' Chriſt hath made us free, and 
not- be-intangled again with the Yoke of 
Bondage, Gal. 5. 1. And Secondly, in that 
pallage of $t.'Paxl, 1 Tim. 4. Where he calls 
thent teducing ſpirits, that teach to abſtain 
from:meats 'that God hath creared to be re- 
ceryed-with thanksgiving of them which be- 
lieve the Truth; he ſpeaketh in the general 
withont'apy reftrition : and Cole 2. 22,23. 


oe condemns them that ſay, Tquch not, 


alt nor, Handle not, though ſuch things 


haz” a ſhew of Widom in Will-worſtip: 


- /- ind Humility, and- neglecting of the _ 
”  net-manyhonour to {atisfying of the fleſh: 
Now the forbidding to eat fel certain 
tays;muſthe of rhele kind of Ordinancts.- 
- *Q. Dy jor blame then all-manner of Fafts ? 

A. \No,; for though Faſting of it {elf 'be an 
Indifferentthing, yer it becomesprofitable and 
ood, When Stperſtition and the opinion of 
Merit is ſeparated from_it, and when it is 
employed 'to {ubdne the fleſh and humble 
the mihd;-to help forward Repentance, and 


- A -, ft, 0 


3-33-35 -- V-! 


to excite Zeal 'in Prayer, and therefore the |. 


Supe oiaurity Pork ProyergRMLy 


: oc 


—_— 


together, "Marth, 17. 21; Jefus Chriſt 4 | 


# Colechifm dy dint Popery. ' Of 

that There is Jl dngwar that goeth not out but 

by prayer and ;faſting-;- And 1-Gor-{7+: St. Paul 

would worild have the Huband 4nd the Wite 

to ſeparate themſelves for a time; to giyec 

themlelves 7-4 
Q. When is Faſting requiſite 

_ 4: Fit, In time of ArKii, r pub© 

lick of private, for extraordinary Flumilia- 

tion before God; it ſuch a time 15 needful x 

as iti JolÞ 3. 1 5; when the Churth was ind 

ſtrels they-were commanded co'Blow 2be Trams- 


t #/Sion; ſanfiific d Faſt; ealbs falenn 
Neon, ken eB holly is tcceſlary : ——_ 7 


| way Prayer wo obtain fomethiih of ina«/ 
4 be the Chatch,- and ro ves : 
upon their Miniſtry. A; 14-2 
| Sk theſe publick Fa oy Sr 


{aft and ro th of 

ter Fall, 1 "thi os 

e thetiy berer for the ${cr 
EN 


; 


A 


| 
| 
i 
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SECT. XXIV. 
"of Holy Days. 
WA Hz you blame in the Church 

Go Roms - y 


Hol nec andy BY | 
| Thar ic is a eparting from | 
Pane If ar betray my 
Cn Six days ſhalt thou labour. Se- 

» By thens the Yoke is again put upon 
ST hriſflans, which Jeſus Chriſt delivered 
us" from by his dcath, as heavy or heavier 
than it'was; upon the Jews : creas S.Panl 


you in meat or in drink, or in refpc& of an Holy Day, 
or of the New Moon, or of the Sabbath days, which 
— things-t0 come, but the Body is of 
Chrif. at they are dedicated to 
the Saints. > Tiby, 1 Thar the Obſervation is 
required as a thing as nec as the Ob- 
ſervation of the Lords Day. Sixthly, That 
they think they merit Salyation by the- Ob- | ® 
Wwe _ FF : 
Are you then againſt all Holy Days, except | 

th Sabheth dey ” 
"4. Believers ny profitably aſſemble them- > 

_ {elves together on other days as well as on * 
he Sabbath day, to celebrare the ns 


YA. 


_ i $-- } 


4 Catechifty againſt Popery &g 
ſignal Deliverances that we have -received 
from God by Jeſus Chriſt, by Prayers and 
ing, and Meditadindy onthe, Word, 
to give thanks forextraordinary | 
os fre waklick hunniliicion provided that cheſs 
days be celebrared without Superſtition, and 
without Scruple of. Candienge and without 
an Opinion of any parti Holineſs i ui that 
day, or Merit in its Celebration. . 


G_— 


SECT: \XXV.:! 
Of the Providence of Ged. 


Queſt. De! any #hing > en in the World 
that i yt ordered by the wiſt Provi- | 
dence of Gol ? 

A. No, For 4 Sparrow falleth not to\tbe gy 
withowe the Will of your Father which js” in heaven, 
and the very hairs of your bes are all menbred, 
Matth. 10. 29. 

Q. Do Evils come to neſt by Hs Wilt qad Per- 
miſſion ? 

A. Yes, For if he would not havethen rq 
eome, he is Almighty , and. could hinder 
t 

them; Amos 2. 6. Shall there be Evib in the City 
and the Lord bath not dene it ? Dntb tive Epil and 


D Good Proceed from the Miſt Fogh # Lara. 7: BB. 
F3 Qty 


0-2 Wa ww TO = ww SSD wy ” SS ya r= - 
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; Q: Theſe plaer fieak.of| Aſfitions and 1Culanis 
2725 which, hen to men Dy the Providence ang Pere 
miſſion of Gog,, for the manife/tation of his Twitice in 
the puniſhment of the wicked, and of bs Gaodueſ7, 21 
trying, of his own people ;. But, do you belizue that ho 
fns and athipns of the wicked are. ardened by the Pra- 
widence of God 2 


OA 0 5 Word of God ſhews us, 
hat is Bn: 
ro pals by the lad of Cod 
ſeryation of Jacob's Family ; Gen. 50. 25.” 
for you, ye tho {bs edit aukinkf mn: 1 but God br 


zt unto good, to bring to paſs to rows much ranks. 
Likewile, ie hy raking INE Jo 
__ of God's DRC NRE og r hi oh and 


. t#q away '; e 0 wes 
at = I At 9; M4 g Por ANA "fa - K 
2 W712 Conf eas. kzverc Ci etermi-- 
Tk ownle, Fu, ef God., . And 4%, 
ki : \ ee hy Vas 4th agginft thy 
ly G war efus ohm thox þ inted, both Hes 
ws Pilatc, mith the Gentiles,and#hz 
roland of Ifracl, were gathered together to do wihatſo» 
vp thy Head and thy Council determined befare to 
nb - thinks, and Gid wot bhe Ambe? of 
Eft fan fins. of the mays 
&,. Fyen as: 2 

Latter their _ hg bur Pha, 
erVe 


JEM \; % 


Fejepb bþy.his ie Decnigey " 


A Cateebiſm againft 'Popery-.. + 
himſelf with the inclination of this Animal, 
to draw blood of his_Paricnc for his healrh 
and comfort, ſo God doth not give to the 
wicked their. wickedneſs, nor ineite- thema-to 
eviF againft his Children; bur doth wilcly 
employ their wicked inclinations for their 
Conlolation and Salyation ; knowing how 
ro make. all their evil deſigns ſerve "Le hath his 
admirable Providence,. the.end that 
determined, and tend to the 
; of his wiſe and holy Will. S535 

. Q::Dothnot that OS the wickgd; Fince chars 
ly:exeewte the Will of God 7 

4. No, For they doit withour their know- 
ledge," and contrary to their intentions ;' for 
-we are not to rule our \Adtions by God's Dib« 
cree Which is unknown to: —y 'by. his 
Commands which are reveale tous; Dim 
\ 2 9:29. Secret things belong nuto:the: Lard onr Gutly 
but theſe things mhich are revealed belong unto a, 
dn to oxy Children. 


fl A Coteobiſm ageinft Popery. 


SECT. XXVLI. 


Of Max's Free Will in the State 
of Sin. 


Que: F $' Not this Dodirine of P, wnidence contra-' 
xy.to that of Man's Free Will? 

A. Not at all, For God fo governs 'the: 
things of the World: that he lers then a& 
accorling”to' their nature - and inclination ; 
neceſlary things neceſſarily, and the Free, as 
Men and-Angels, freely. 

Q. Wh, confſts the _ Will and Libeny of 
Mait in' the State of _ _ Regeneration ? (© 
* . A. In four things; 1. in un Adions, 
25-Eatin and Driakin In Civil: A&i- 
Ons, as Buying and Se Tho 3 In external, 

. and vertuous Actions z- A frequenting 

c Aflemblics of God's People, giving Alme, 

_ 4- Above all, he is free and at liberty 
tO 110. 

Q._Hath not an unregenerate man Free Will to 
Attions freely good and pleaſing unto God ; ſuch as 
F, aith, Repentance and Love to God ? 

26 "No, for Jeſus Chriſt teaches us, that 
»  Fhoſoever committeth fn is the ſervant of ſin, John 
. 34- and Matth. 7. 18. that A corrupt tree 
comet bring forth good fruzts. And S. Part, m—_ om. 

7 


El Coedif apaint Popery. "IR G, 
8. 7. tells Us, that The carnal mind is conidy app 
God, fer it is not fi has wok to the Law of 
"deed can be. And the ſame Apoft! Rlefa EY 
Men, before they are ſavingly called, ine Ad 
treſpaſſes and fins, Ephel. 2. 1. -o7 

Q. What thi. k, you of the brave Attiont f Par 
gans, and the berdick 3 Vertues which ſhined in them? 

4. That'they were brave and ſplendid: 
A&tions, bur tha they could nor be'pleafing 
unto God, becauſe they were nor moyed by” 
rhe confideration of his Glory, bur by-their 
- own Ambition; andthatthefe grear men'not 
being in Chriſt, and being deſtirme of faith, 
could nor pleaſe God + as "he Apoſtle reach- 
eth us, that Withort faith iis impoſſible. Fo ole 
God, Heb. 11:6. - © 

Q. May not th ſe ciril plas wich are in unre- 
generate meg be faving difpofitionr\ to the Grace of 
God, and merits of Congretity , wh ich may on 
God to be mercfd to them: Gy v 

A. No, For S. Pawl lays, > 1.9 that 
God hath ſ' aved us, ail Kod 1 a} with an kay Cal- 
ling ? not according t0.0zer works, bu accarding40 bis 
own Purpoſe and Grace vhich'was pive "tf hq 
Teſs before the world B*gan.” "Ad b 
fus Chriſt doth nor refer the'Cauſe of fi 

cples being called rothe knowledge of G 
Reg thaghe Pharilces, rp any 'thi 
Gods ' 62d fure : \Mztth.;1't. 26." I'thar 
2, Oath Lord of bexcen ant ear th. ph: 
then 


74. 4 Catch axtin Popery. 
thow haſt bid thoſe things from the wiſe and prilent, 
and ory Fr xuto babes : Ak Fae 
far ſa, it [oo good in thy ſight. 

What doth a man then contribute towards bis 

beavenly Calbng ? | 
. 4, No morethanone dead: to his Reſurre- 
10n,, Ar Alam to. his Creation, or a'Child to 
his. Conception :. and therefore Regeneration 

in the Word of God a Re{urre&on, 
Col; 2.12. Ton are-riſen throughthe faith of the ope- 

ration of God, who hath raiſed a ſis Chriſt from the, 
ay; a Creation, Epbeſ. 2. 19. We are his, 

uſp. ja in 7. 73 rento goo4 works. 

AC eration, Fames 1. 18. Of his own Will be- 
gat be us with the Ward, of - that pre ſhould 
be a kn of fot fra ob Creatures... 


V: SECT. XXVIL 
| Of Mar' s FreeWill i in 4 State 
| of Grace. 


Quel BY f After God hath called «man from 
8 flate of Sin, to a ſtate of Grace, bath 
he net Free Will to apply bimſelf zo that which is 


good 2 

WaO es, For Jcli ſis Crit fly, fon 6. 6 
the Son ſhall make you j 
Even as when "Jets Crag had t PLereS 


4 Caoteciſ n againſt Papery. | 


from- the- dead be commanded t by 
ſhould untic him, and let* him go en 


God hath raiſed a:man fr Tos Rare 0 7 13z 
ricual dearb , ng LY SES. dl 
bonds of Si ecly in 

of and Wil; lates 


employs Himſelf $11vs wee 
7. Ds | Yaaberſ's * 
jou Bink that ofio- Grd bath calle&am 
fo —a 54 any Ti ta. hiniſelf an1 ty his ape 
couduti ? 
4, No, For the fame Grace of God which 


hath. the work. will accofi 
Phil. 1.6. He mbich hath b; og2eg a good rk ' 
will perform it until the day of 7: fs : Cri 
Chat.a 2, 1.3. It is God that worketh in york Ke 
pal 9. da of his good pleaſure. - All the road: 
tions. of. regenerate men proceed irom. the 
Grace of Gad, 2 Cor. 3.5. Not that we ave ſuf- 
ficient of our Fives, to Fits any thing 4s 4 owe /. tc : 
but our ſuffiency is of Gad: 

Q. This being fo, a regenerate man is cd, 5 hy 
th ſinee #t_ is not be properly that 'aGieth, buy; God in 


A, Thisdath not {oJlow, 'for God werkerh 
= ba the Will of Believers, cas he raketh. Ot 
way their WheTty 3 Dus on the COU Ma- 
beth, ICMOre bes ; making theni inglime to 
nox canſtrainedly, bur wich a willing 

"4. $a Obedicncc, P BAL 119-32, is, EY 


"6 _ A Carchiſmageinſt Poor! | 
| Q. How do you wnderfiend this Divine Co-vhe- 

A. That God doth not deal with Believers 
as Stones or Stocks, which are nioyed and 
drawn Withour feeling, bur as with Creatures 
endowed with Reafon , he condufts and 


moves them to good by enlightning their 
Underſtanding an« fandiityin cir Willand 
AfﬀeCtions : So that whereas they wete refra- 
ne? £ he makes them become obedient; and 
by the efficacy of Grace, and a force withour 
conſtraint, he ſo draws them, .thar-he makes 
them follow his Will and Conduf- freely 
and with delight, as the Spouſe lays in Cant. 
I. 4 Draw me, we ſhall runafter thee. And the 
Prophet Jeremy, Lament.'5. 21. Trrn us, O Lord, 
and we ſhall be turned. And Jobn G. 44. Our Sa- 
viour ſays, No man can come to me excopt the Fa- 
ther draw bm. We go then to Chriſt when 
it pleaſes the Father to draw us. © 
Q._Doth not this Dottrine make men negligent in 
good Worky ? | yy 
A. No, On the contrary, S. Paxl, Phil. -2: 
I2. .exhorts us, to work, out our Saluation, &C. 
becauſe. It is God that worketh in us to will an 
#0 do, according to bis good pleaſure. .. 
Q- Is this Free Will to doigood in Belicvers perfedt ? 
A. No, For their Regeneration is yer 1m- 
-_ and there remains omeingul their 
dage to fin ; which is the caule that my. 
S . do 


4 Catechiſm againſt Pipery. © 77 
do not the that they would, but the evi ©- 
CITI wn ſpeakerk of © 
himſelf, Rom: 7. 15. | 
;| Wh tha het Mar! Free Will [ball be 


my When the Soul, delivered from this 
mortal Body, ſhall enjoy the preſence of God 
Sk iy, ſhall be allo perſety fs 
oly, O cc as 

the Angels are: andthe Spirits of the Tuft 


SECT. XXVIIL 


Of Tuſtification. 


Queſt. W#* ns this word Taftifie fignifie 


A. To abſolve = Juſt Lond therefore ir 
is ordinarily oppoſed to the word Condemn, 
Prov. 17. 15. He that juſtifieth the wicked, and be 
that condemueth the juſt, even they both are abami- 
nation to: the Lord. And Matth. 12. 37. By thy 
wor4s thou fhalt be juſtitſed,, and byzby words thou 
ſhalt be condemned. inflifie a62 ab 

Q. Ihoit it can olve ws ? 

A. God only, Rom. 8. 33. Who. ſhall lay any 
rl to the charge of God's Ekd "1 ORE 


a ical 


78 Af Citethifn” agdinft  Podety. 
* Q-: Where confifterh that Faftificarion 7 * © 
5 #:In-the free Reemithon and: Pardon of 
- Which he giveth us, as David ſays, Pfal. 
-\{." Bled is So "w#þife tranſuriſſin'ic Regie 
cj roking Rom. 4. 6G, 7 
'Q.; Upon what cfulertion doth God if men, 
wil þ aan ther - i 
Ai Upon t cron of Chiles Righte- 
oulnck, and full Obedience he hath terred 
unto. his Father; whichihe hath pargridatl 
reſtified in being obedient, eyen to the dea 
of the Gralsy, Phils 2. & And offering limſelf a 
ſacriffce for the propit{atioh of their fins,” 3s We arc 
taught by S. Paz], Ram, 3. 25. And Epbeſ. 1. 
7. In whom wi have Rexemption through his blood, 
#he forgiveneſs of ſins according to the_riches of bis 
Gree... *Anid. Rones 5: 19; That by tpokedrexce of 


1 one, ny are mare rye 
bo. "&-Þs not one oe contribute % their Fits 
. fifiiten? - | 


H>No, For" S, Paw, Ph. 3.-5.-defirech to 


: : bean? in Chit, \ Nor h2ving EN hey mine . 


bw vigbremfmes, aobich bs the Laws but that 
PPich it through the Faith of Chriſt; the pion 
moſs which is of God By fs And Rome 3,24 
, being jaftificd freely Grace Cod, 
<> the Fu of Ih 
chides hiffificatioh by - Works ; "fot - RAKyY: 
G. If by Grace, then it is no more of Workg. *: 
bog eſtabliſhed the AED of God 

| inſtead 


4 ca i 4 ©; an a wD(S<4 
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A Catechifus againſt Popery. © 79 
_ of eccuſich of the Law, he 
-— A man is ftefe 

whit the bets of Cn WO 

-E is anſwered, - the Apoſtle excludes 1 
he withs of the Ceremonial Law, and not theſe of 8 | 
Mcrat Law. wo 

'4. He exchades alfothe works of the Mo: 
ral Law, for he f oem mee 
we are nude to {in 2 or fees be 
deeds of the Law oy ſhall no feſp 
his fight, fir by the Lavy ks the know naprafn 
No % che Moral Law by which we know 
Sin z we ſhall not hen tie. juſtified by "by. th 
works of the Moral Law. 

Q. # may be ſaid lhewiſe that $. Paul exthides 
only works done before owpits, and not theſe 
that ate done mm the ſtate 

A. He whrkergy alſo hoo done, alter Re- 
genetation, for he excudes the, works of 
Abraham and. David, why) were regenetated, | 
Rom, 4, JS, 7- 

Can we not be juſt bs: the are 
done by the Grace of the ao 

' A: Becauſerhey are yerimperfett' forilic 
Spitic of God doth nor regenerate Believets 
ſo perfeR]y-in this life,” Kut there refts(ame- ' 
thing of So on obliges thera ro 


look 3H their 0 TW et 
miltzon of their Sins. 1:9 Td 


: Q Faub 


£o. A Catechiſm againſt Popery. 
_ iQ. Faith is imperfe(, . yet $. Paul tells us that 
we are juſtined by is. 

- A. Weare no juſiifed by Faith as a Work, 
nor becaule of the excellency and perfeftion 
of it ;.buras it is aninſtrument, by which we 
apply the Righteouſneſs of Jeſus Chriſt : and 
therefore S. Paul calls it Kom. J; 22. The righ- 
reanfneſ7 of God which is by faith in Jeſus Chriſt 
. OL How then do you agree that which $. Paul ſays, 
tbet..Man is juſtified by faith, without the 
yorks of- the Law : And that whioh $. James 


* faith, that Man is juſtified by works, and not . 


by faith only > James 2.2 

 A-'St. Paul ſpeaks of the ; FOES where- 
with weare juſtified before God, bur S. James 
.of that wherewith we juſtifie our {elyes. God 
juſtifies us as a Judge; who abſolvesus upon 
the account of the death of Jeſus Chriſt, and 
.Not. at all upon the account of our works ; 
but we LI our ſelves by -our Works, as 
Witneſſes by which we manifeſt and declare 
that wc arc juſtified, and that our Faith is 
ſincere and true,- as S. James explains it, lay- 
Ing, verſc 18, Shew me thy faith without thy works 
and I will ſhew thee my faith by my works. And 
'-verſc 17. that Faith without works is dead, 

.* Q.; Who are they that God juſtitſes ? 

A. 


\ 


nl fo ctious Repentance, belieye in Jclus 
' Chrift-@ur Lord, according to that on h 
| « Freter 


.only,: who being conyerted to 


AS. ads AY. ee IL vs = 


4 Catechj{pe. againſt Popery. If - 
St..Peter to the, Jews Atts 3 Ig. Repent 
Pew ao. the ay on 
and” Acts 19. , i To him give all the Prophets 
evitneſ} that through his name  mhafogger- "bes. 
licveth in him, ſhall recefve remiſſion of fins.” 

Q. Theſe thing being ſa explamed, bony do you 
define. Tuſtiication L _ 

4-.A 5. dec ſencence whereby God; 
his- mercy geo ſuch an _'ane.(ablo] ,Jin 
Re i, an Tus .- do gh) 

epents of his. and: beliey 40 Jeſu 
Chriſt; in con ation. of his. = = 


nes and Obedience, and FB 


which he hath ſuffered for (ORFs 
b \SE'CTs- XRIXe" 'n 
= | © Of Mere: cj A '2 
oft An, tie Neri Salvation 
Qu "Sy" f2 _ 7 hy 
4. No, Fo! Fr Weary juſtifyed freel ely 7 by 
Grace © of God _ aa es x6 


is in fo, Bn 


Eh.ds not of 7 ory ma Bok 
52M Not [Gd Gol Wo e 

are inconipatible; andthe” $ 
he m—— pos 


v2 A Cirerhifm again aint Popery: 
| not Salyation as Buyers and Mercenaries: 
I WIE Rom. B. 17. Col-3+ 


"OL Wh ent Wo doe by the Grice of God 
: "+ : "Firſt, Becauſe 'they are imperfe&, 


wo FO 19s Err 
e T 
Emormer i from him who gave it. fig: 


rag pong Pate 51 the pa? ment 


7. 10. Wie 
you bal ber ob OE te 


, fay yon, we are receptor 
oye —_—_ we have done that which was 
uty tO do: Fourthly, Becauſe they fſig- 
toGod: My goodneſs exttendeth not 
her 16. 2. Job 22. 2, 3. and 35. 7- 
and ah PRE bas. , Are not to be 
compared with the --w&h ich ſhall be re+ 
yealed RES 8. 18, 
ben doth the Wind of Oba Jpeak, 
Po of Fr otion, 45 of . q_reward 
4. Knot a.rewat Tere, , or giyetto 
| gu hich St.Paxl 
is the 


LE ws 


act + $46.6 ten ws won (4 wo | Panh 5 ond, (9 FI yaa Im, < FF, ww 


= 


0 %.4 [ 4k 
z © , C 
$3] fy W4 "Y | 
= £54 hea . 
DA wollſe oE. AICTN D 
SIE OG Ss 17> ch 
ord , cTOWnerr: thee. 
| I : "_y go 
CIILIEC LIC. PA 


a Fo 4d 


# Catechifot ugtinſt Pipe? BY 

Q. What ſo you to that which is ſaid of be4 
levers; Revel. LI Thas they aye clothed in 
White Robes, for thy are worthy : and to this that 
$2. Paul calls Life Eternal a Crown of Righteouſ< 
neſs, which the Lird* the Righteons* Fudge ſhall 
give him ?,2 I'm. 1. 

A. 1 arlſwer Betievers ate woelyh of Life 
Erexnal, not becauſe they have ited it," 
but b&auſe God by his Grace hath m 
them worthy, that-1s"ro fay accoreIng. 
ſtile of the Word of God, a | 


eciying |: as fr Bojtih, Matth. 1a5 
i reds Cy = n 


Ng: &y bole mal wn 
thoſe. = 4.-nig noe becauſe ne 


Ve 
mierited it, but exngt it is Ly 
o ores his els e, Nehow. 9: 


. ” as "* 


[-” 


= le: agauft nn 


'S E 's T.: X X X.” 
| of Predeflination.” : Ta | 


Quelt. Hat #%. at you call Predeſtinath- 
ORF 


4. "oh abſoture and ' free decrec of God 
by out ot the _cortupt maſs of men, 
be Ear plcaſed' ro chagle ſome to, be' Veſlels 

ping FOR and to bei them to 


Tery. 
Nh hath, not WY ; men th %. Cas. 


"4 Kg: for, Chih e41h50, 
wt bf 9 br, tes, but few 


"Gil choſen en thoſe that he” "hath. Ele- 
7 Salvation _#þoy the account ef. their ex- 
ay, or of Faith foreſeen in them? 
o, For {o it would be men that ſhould 
| e God, and not God that ſhould haye 
ehoſen men, contrary to that which Jeſus 
>hrid I to. his Diſciples, Jobn 15. 16. Te 
7 , but Dhave choſen you, that you 
: Faith is not the caule, 
jon as it is faid, 
V7 


LH <-> 


dns Ts "= fine we A, wad fooc ff + &@ £_G% 


ld 


Fl x ii czcinf Ts $. 
ths; [3 48. As may were Ordained to Hee 


n 
*; Is tho ihe ty Cole 'F Mens Eletlio Fa, = 
=Y Coney good plecalure gf nh | 
: hav wing rodſivred mg | 
ren Dy Jefis C penors 
Jing to ma Ro pleatutre of Kis will: A 
therefore St. Paul, Row. 11: 5. calls "Ts | 
Eleftion of Believers, an Eleionwf-Grac: 3 
Rom. 9. he'tells us, Thar the Cf fdren be 
not yet born, ncither naving don done ny = 
or evil, that the purpoſe of God 
to Eleftion might ſtand, not of ot RY * 
him that calleth, it was {aid, ', hoo hve! 
ſerve the Tounger, "a it is written 
Imed, but Eſau have I hated, verl. I'2, _ ; 
It is not of him that willeh, nor of bas that run 
neth, but of God that ſheweth mercy. verſ. 16. + 
Q. Is the Elefiin to Salvation irretacable 3. ,. . 4 
A. Yes, for 2 Tm. 2. 19- The foundation. of 
the Lori Paukerh ſure, The Lord kroweth who are. 
bis ? 

IF it be ſo. what ever Sins the Eleft commit 
a4 though they ſhoul1 wart F aith ahi Ripen- 
tance, they mult of "neceſſity be Saved. 

A. You make the end combat the means, 


far whom God hath elefted to Salyation, he 
hath elefted ro Sanfification as a means Nev 


reed won, ke 


option 


- Heb. [2 I pt} Sago 16. | haye .choſen 
' You, oy Ohriſt, chat you ſhould bring forth 


| Fruits, and.thar your fruit ſhould remain ; and 


2. 10, We arc his workmanſhip crea- 
Ely a Chriſt unto coor Ann Which 
God ry before ordained, that weſhould 


WA WO ſee 2 Theſe 2. 13 Eph, I: 4+ | 


| 5 E C T. XXXIl. 
Va Of Perſeverance. 


Queſt. MI. y thoſe that God bath predeſtinated 
20 Salvation, fall finally and totally 


Sa the Grace of God ? 

A. No, For that Chain that St. Paul ſpeaks 
of canhot be broken, Ram. B. Jo. Whom he did 
Predeftinate , bes hes alſo called, and whons be 
called, then alſo be juſtived, an4 whom he juſtified, 
them he alſo rife, The Decrecs of are 
irrevocable, and his Covenant with his Elect 
Is eternal. Ferem. 32. 39- p; will grve them one 
_ that they may fear me for ever, yerl. 40. 
I make an everlaſting Covenant with thens that I 
at turn away from them, &C. 

QT the "aith of the Eled cannot he totally 


a : ps bn 5 he Ph of Gl 


A yy 


A Catechife again Pas 
| T7it.-1. 1-.and Jelus Chriſt Gays, 7 
| "fd pu $a rgels aber | "Life ad 


denenation.. 


 pronuſerh to give Water 4s | 
| | ſhall drink thereof, ſhall never thirſt, bur 
[FF it ſhall be in hi a well of. water ' pringing 
up into Eyerlaſting- Life. "Ahd St. Peter, 
I Epilt. 1. 23. That the. word of ( 70d fo cr ad 
we are regenerated, lwveth ani abid, 
is not @ corruptible ſeed, but in 

Q. Tet the $ om ſpeaks of Stars yu from 
heaven. Rey. G. 13. and of them who have mae 


ſipwrack, of Faith. 1 Tim 1. 19. 
A. We fay of ſuch, that which $. oh 
ſays, 1 Ep. 2. 19. They went out from us, but 
they were not of us z that 1s, .con 
with us, bur they' were- not of our: body, 
for if they had been of us, rhey.would no 
doubt have continued with us : 'Fhey wete 
_ and ary choſen. g F 
From whence that preſemeraice. Þ 
A. Nat from þ yank and' nature of 
Fath conſidered in it felf, but from the con- 
tinual aſhiſtance of God, and from the -/ cer- 
rainty of his promiſes, for Feſis Chrift lays, 
Joby 6. 3g. This is the | Path will which bank 
ſent me, that of all which be bath: given 1 
. Panald' baſe nothing : + his Gifts and 
without Repentance, Row. 1 I. 29. 


katy oe pom of Gulirngs Reb be: 


EY | X Gacbſs aid es 
Rog: to. be reveals he laſt Time: 1*Peti 
Aol the effcachof tw dS ” 


eſus For h h F, h 
ES 3 Joh- 19.0. wy * 


SECT. XXNXII, + 
of the - "0X of Perſeverance 


3c aud Salvation. 


Queſt RE Al! obliged to believe. that they 
. ſhall be: ſaved, ym perſevere to the 

WE; Az ied 

. 4-/No, 'for thoſe that continue in unbe- 
* lief and impenitence, ought not to have this 

perſuaſion, bur they thardo ſcriouſly repent, 
rr believe in Jeſus Chriſt their Saviour, 
are obliged to believe this Evangelical Pro- 
milſe,-:Fhar whoſoeyer: believeth on the' Son 
of Godihould not periſh but have Everlaſting 
#: John, 3- 16. and are obliged to obey 
2D of God. Hebr. 4. 16.'ro come 
the:-Throne of Grace, and Chap: 
104 Fo; draw-near to God with a true 
heart in dull aflurance of Faith. +. --: 

Q« He dreght indeed to go to: God with full offu- 
ranceeof, F ai , thut be is merciful, andwill pardon 
and Sinry if we love the reentance that js nov, 


W,.," ys 


I; NN ntN, 
4A Catechifs m againſt Popery. 
bat to be aſſured that we ſhall never fall mm the 
Grace of Gor ſtems to be an inconſiderate 4 rath- 
on, fince we 'fall every day in divers manners, and 
have every day ned to implor the mercy of God, an4 
to renew our Reconciliation : we may in4ecd be afſc+ 
red of the goodneſ+ of God, but we ought to ſugpet 


our own m*rmity. 


A. Ir is true; butalio we ought to be afſy-" 


red that-God will accompliſh his power in 
our weakneſs, and will be merciful to us in 
his Son, and will not permit fin ſo to prevail 
as to make us wholly fall away from a State 
of Grace, and {o fall ſhort of the Salvation 
which he hath promiſed : And every Beligver 
ought to fay with S. Part, 2 Tim. 4. 1S.. The 
Lord ſhall deliver me from every evil work,, and will 
preſerve me unto his heavenly Kingdom. And .to 
accuſe thoſe who are aſſured of their Salvati- 
on and of Perſeverance, of raſhnels, is to ac- 
cuſe David, Aſaph, Facob, Job, Paul, and other 
Saints, who were affured that they ſhould 
not be greatly moved, © Pal. 62. 2. But that, 
© after God had guided them with his Coun- 
© ſe], he wonld receive them into Glory. Plal, 
+ 73-24: That they. ſhould ſee God with their 


* eyes. Fob 19.27. Who' have waited, for. 
$ the Salvation of the Enrd. Gen. 49. 18: And 


* who were, perſuaded that neither-: 


* nor life ſhould ſcparate theny from the love 


F of God, Rom. 8. 37. © of 
" ._ Jou 


: 4 LY 
a E 


-. 


_ Wax 
— _ 
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_  Q._ou ſprak of ſome privileged Saints, Prophets 
and Apoſtles which might have a Revelation of their 
S#hvation ; but it follows not that other Behevers muſt 
ave ſuch Aſſurance. 4 | 
' 4. It doth follow, ſince that theſe Saints 
had not this Aſſurance by an extraordinary 
Revelation of rheir Salvation, but that it was 
built upon the goodneſs of God, the ſtability 
of his Promiſes, and upon the efficacy of the 
cath and interceilion of Jeſus Chrift, which 
are Motives and Conſiderations common, to 


all Beleyers. 


Q._ Have Behevers always this Aſſurance ? 
' A. No, For Faith hath its weaknefles and 
diſtempers ; and according as Sin and thc 
Fleſh predominares, Faith and Aflurance di- 
miniſhes; butat laſt Faith becomes viftorious. 
Q._But may not one be deceived in this Aſſurance, 
and take carnal Security for true Faith and A(ſu- 


rance £ 


ant ſome may deceive themlelyes,but 


Al 

from thence it follows nor bur that true Bclie- 
versmay know they have a truc Faith, other- 
wiſc S.PaxPs Exhortation was in yain,2 Cor.IJ- 
F. Examine your ſelves whether you be in the faith, 1t 
x cannot be known by Examination. 

- Q. By what marks do you certainly know true 
Fath 7 | 
A. By its effeds, as a Tree by its Frui 


Matth. 7. 16. If it worketh by loye, Gal. 5: if 


Cas x 
tt BD 


Nt - 


- promiſe themſelyes Salvation without good 
' works. We know notour Eleftion by Ele- 


A Catechiſm againft Popery. gl 
If it produces in usthe loye of God and dif- 
eſteem of the World; Ardoyy and pleaſufe 
in praying to God, and Zeal for bis Glory. 
And beſides theſe Teſtimonies, a Believer 
hath The ſpirit of God, which beareth witneſs rhith 
onr- ſpirit, that we are the children of God, Rom. 
8. 10. Which ſcaleth us n1to the day. of Redemption, 
Ephelſ. 4 zo. 'and Who the Earneſt of ox Inhert- 
tance, wntil the Redemption of the purchaſed Poſſeſſt- 
on, unto the praiſe of his Glory, Ephel. 1. 14 © 

Q. This Dofirine ſecms to incline men to be licen- 
tious ; for every one may ſay, It I haye aflurance 
of Salvation, what need 1 employ my {elf in 
g00d works? 

A. This isthe thought of a prophane per- 
ſon, and not of a child of God ; for none can 


Ction, but by the examimation- of -our Con- 
{ciences z therefore S. Peter 2 Epiſt. 1. 10. com- 
pared with ef. 5, 6,7, 8. would haye usgive 
diligence to make our Calling and Eleftion 
ſure by works. And the Holy Ghoſt, 
who 1s the Spirit of Adoption in the hearts of Behje- 
pers, Is alſo the ſpirit of Holineſs : Andin wit- 

ne ng ro them thar they are the chyldeen.of « 
God, he giveth to them alſo {ſuch hoſy Mo- 
tions and AﬀeSions. / at. 97 
Q._Tet in tbe OS we are often e*horted to 

+ fear qnd trembling, Plal. 2. 11. Serve the Lore 


2. . A Catechiſm againſt Popery. | 
-with fcar, and rejoyc with trembling. Ang 
Phil. 2. 12. $. Paul would have us to work ont our 
Salvation with fear an1 trembling. And 1 Cor. 
IO. 12. Let him that thinketh he ſtanderh 
take heed leſt he fall. | 
A. By theſe words we are not cxhorted to 
diſtruſt, bur to a reverend fear, and to walk 


before God with an holy care and. fear, leſt 
we ſhould offend him. And this fear of God 


is {ſo far from bcing prejudicial to the Con- 


 fidence we ought to have in the good- 
ne of God, and to the aſſurance of Sal- 
vation, that on the contrary, it is an effe& of 
Faith ; and a moſt aſſured indication, that: 
our Aſſurance is not a carnal Security, but 
fincere and right ; and in this fear Believers 


walk on to theSalyation that they wait for, 


Fer. 32-40. Ads 9. JI. 
SECT. XXXIII. 
Of Sin, and if all Men are Sinners. 


Quelt. \ \ [Hat is Sin 2. 
4. Whatloeyer is contrary 


 totheLaw, 1 Job. 3-4. 
+ Q. Are all Men det led therewith? 


A. Yes, except only Jelus. Chriſt, who. is : 


the Lamb without blemiſh, 1 Pet: 1. 19. _ R 


| 4 Catechiſm againſt Popery. v9 

we (ay wehaue no (in: we are Lyers, and the trath 
$4 1 Joh. 1 &. In many things we. effi 
all, James 3. 2. 

Qt the Scripture gives teſtimony to __ Re- 
lievers, that they, have walked without reproath in 
the Commandments of God, that they have been bly 
and righteoxs, and bave loved God with all ther 
wc as David » Job, Zacharia and Hiza- 


A. "Theſe things are not ſaid of chemy be- 
_— ON were One {m, for the Scripture - 
2A an account. of great ſins\com- 

wha Dem x as of David's Adukery, Z- 
charid's - ru os Mut Murmuring: 4: roi be- 


cauſe they. W in — 
ence, and gave UE FRE x4 Ro» al he hear 
and power to {cryve God... - 


Qin he! t ſenſe then. are Believer called juſt and 


wy S. 
hey are called j be- 
a> Rightecouſn Bong hriſt is im- 
puted 'ro, them, Rom. -1. 117. and they arc 
accepted .of God'as reghrtows themſelves. ; Se- 
condly,” T hey are called righteous in oppotns 
_ be ed, ys the Ward. GHG X 
Werkers of iniquity. Thirdly, They ate pat- 
ticularly called holy, beanie God andifies 
oo w by -his Spirit, and conſecrares thenx to 
K 7 wr god calls them to be a Now: 

I7- 


94 2 Chtethiſm JEN Popery. 


"Q.-##hy doth David ſay then, Pal. 18. 24 
the God hath: recempenſed hin according to 
his Righteouſneſs, and according! tothe clean- 
nels of his hands ? 

. 4: He ſpeaks: to rifaintain the inhocence 
of hisCatriage 3 in teipeR of Sa#fand his other 
Enenites,which perſecuted him without cauſe : 
bur. when he ſpeaks of his Righteouſneſs be- 
fore God, he prays, that He would not enter in- 
16: Julien ith Vis Seroant for in thy fight, fays 
. he; hall no rhdir diving be juſtified "1, £1 

and Pſa. 130. 3,4 T thu, 1060,” Probl 
:O\-Lord, who fhdl fland ? Tegrraahy pi 
gp "bb the, that tho maif oa : 
ne: S. Fa perfe 
min, PHIL 3: 15.! Let ts herefole as many as 
be perfect, be thus minded: =. i 

A: S. Pant callsnot thern petfefX in refpet of 
their fulfilling of the Law, bur in reſpe& of the 
pertcion” of thei #rowrh, and -Adyance- 
ment inthe know cds of God; and therefore 
heoppoſed, 1 Cor. 14: 26: perfect metieo cHil- 
aren 4 Be abt childrin in vlndetftanding,  bitt he ye chil- 
Arm infatice, but in wnlefiendin k men, in the 
Oriinal, be ye pee. And rhe- Pet Heb. 


belongeth to ' them that are of: P ages 
evethoſe, who. ;by reafon of their 


their Seiſes- exercited to- diſcern, both good 


ay bad. 


5:3 that F at, rhat is to dos $6: 
fax, trong me 


- SECF fy 


oc. LESS. Aa Az aA 
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SECT. XXXIV. 
Of Venaal and Mortal Sins. 


7-0 


P, 


Hat doth Sin deſerve ? 
Ws ak The ſoul that fin- 


|  neth ſhall die, Ezck 


Q.' Ter nideet, for SS fins 3 bat there aye ve- 


: fins which are. oof 'ſo ſmall ineportance ghat it woul2 


tem that they merited not 'to be ed with death. 
A: 7 The Wo of God ER no” wy 


exception aFe by nature worth play on . 
Roi. 6. 27 Bo aero of 

our Sayiout tells us. Manb:12: 36. bn 
erery idle, wotd that mien fhall ſpeak, th 


a tvedcooat thereof in theday of ge 
= _—_— Marth. 5. i Thar he c ho ll 

rother Fool, is wo or in 
hell-firez which are thi the ths thar now are 
thought to be the moſt yenial. Bur there 
is'no fin yenial before God, ſince thereby his 


infinite Ma is offended, and his Law itt" 
| ans fringed 


a _ -, S* 3 
- - 
. 
mY * I} 


A Canlf axcin m"_ 


dcath. 


evcry-{in thar deſerves death; butrhe blaſphe- 
my againſt” the Holy Ghoſt, for. he would 
ponhaye us. pray for him that- ſinneth this 
unto death. Fran it is evident that we 
IE pray. bt thenr that have commitred 
fins worthy of Ga; bur 
"2J Sy not have us to pray 
wolpar don. FER {in againſt the 1 
auſe | * felus rilt tells us, Maze 
at it ſhall nor - forgiven neicher in 
Wor . nor. in the world to come: 
:.Q y u this Sin never to be forgiven | 
4. Not becauſe it 8 ogg for che ink: 
Hire Mercy of God to gordon, 
3s a Sin. thar the wicked = yy 


bur is always. acc ied. Fab. bhp 
heart cvento the I » 


| . _ 
*>5,,9 £» - , . ; [ 
fs 


J R w he 
P_ Ges, » . P aS % 2 0 ' 
i 0 l " E L _ . f i - of ;'Y 

ks . 2 i : . +} a 
w " kat * i : " k} T EF 3533 


A: By fin unto death,: he dothynot mcan 


"4 we eo Il hk QT © 53 


_ . - Ml WM oa 


| 


4 Cuebim gant Py | 
| of Works of Seer 


Quet. Cx Weds Sed then God hath 
W onde "rlcives fohar from 
7 © cour om 
being -able ro. do more good than God hath 
commanded, that - we tcel our: felyes. uncas_ * 
pable. of doing thar-which he hath commute. 
ded us ro. do4 d8480 mig eeiong = w"  / 
mote? And Phil.4.B. ap gerant y 
De el things that avs bene juft and praife-worthy: 
I 1s.1mpothible then'ro o.2ny things thatare 


honeſt, . juſt or of IONTI 
A And Jeſus Chriſt fa 

only to- do the Will of the Father. Hoy 

br th that .think they can do more than 

of God, hink themſclyes berter 

don Ji rl ele * 
? are Connſels Peeffion which 

not oomeprehended mybe Law + which if a man do, te | 

Cn commands hiar+ aud Moy 

ftanding they ave plas ro-God; it oth \ 

vey hydra ary o gr re Mar. fog 

ney TR 
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it, for « chat perſon not to Marry that be may ſerve 
Gol with leſs diftrattion. 

A. To that] lay, = Lo x are 
from God, and are ihe OY 
rit, and are not only countels but commands, 
and a man that finds himſelf called 'xQ do 
thoſe things, would {in greatly if he did reſult, 
for God counſels 3 bur what he com- 
mands, and therefore = comrandfnents:oÞ 
er becauſe hey reject Jes Chriſta 
fees re us an 
Baptiſm are - + £: 5.0mm becauſe they 
refed the counſel of God; Lak. 7. 4 _ 
ere 3 IM 

them thet et at counſe C 
tokyo be Works FRn_—_ 

on and bus Te the Romiſh Chnreb, by which 
nn 6 rs ghee Shores, _ 
Swe athers, "as that of voluntary poverty,” and M5- 
naftical Win and perperncal abſtinence from in 


9224. That chey are works diſpleaſing mark] 
God, becauſe he hath neither counſelle?} tiny 
commanded. them, + ry ns are {o far from 
mcriting a degree of above ordinary, 
nmr be _— y OS 20 
nar moirt pert e of our ,. to go 

Ras, antrocher Rl 
ER. hath required thoſe things at 
pour hamieniy 1 PEER) 47 


"fp 


" Yoo_ Res a—_— Dc Qi — dt RT oe - £46 


fin, fot Jeftis Chriſt oy 
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f teaching for dofirines the commandments of 
"omen, V Marth. I 5. 9. - whatſoever j # not of Faith 
is Sin: Ron; 11.2 

Q. But oler L644 ferns th dive a moreporfedt COKn- 
ſet than the Commandments of God, for to the Toang 
Man that ſaid,"be-ba1 kept froue bis Jouth all the 
Commandments of God, Jeſus Chriſt gives this _ 
fel. Mart. 19. 21. If thou wilt be perfect \ 
ſell that thou hath, aud give gs poor ,} AG 
ſhalt have 'treafure i in Heaven , _ 

a aptner firſt Wis this counſel bes 
4 command'td this Y Wy Man; th 
4 he RE IE - he fi Foe ag work 0 
percrogation, bur bnly ichwas 
manded him, beſides G's Chriſt ek 
ve him” this counſel to oblige, hip iS 
Ms ng mote perfect {han the Ne Law 
tought fo he had' Kulflled, bo dike 
preſumption "and to manifeſt thathe 


in vain that he had hoe the Law frombis 
Youth ſince his-heart was {o, {et "1 


riches, tha bog hat; pi © With 


the ſervice of 


__ Q. wy the n Airh the cj FF 19, that = 


"2: "This oh did fic by ply thar tedia 


es, and 

for them,bux it w a loye of wb alas 
wards this young pan tan; id Whom he _ 
het e wetE ſorne endedyguts that defrag od 
le; and ſome fear of Got; 


*# iO 
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SECT. XXXVE 
Ns of AAAS vs 


Queſt FT Hors Reporance 7, 
a: VV. 4. A ſcrious diſpleaſure for 


haying oftended God, accompanicd with a 
-firth reſolution, of turning, from Sin, from 
whence follows a; true amendment 0 Life ; 
Atis 3. 19. Kent ye therefore, and be conrrted, 
that your ur fins may, be logted ont. , _.. 


'O-' Tito bow many parts doth the Church of Rome 

BN ney irs Oo Conf: 
aro four parts ; ntrition, 

a, Abfvlution and Satisfafon. .. | 


. Is this a good Diviſion ? - | 
it. No, For Abfolution can be rio of 
ance, for it is not a done by the 
Sitter, bur po by ON SF embig 
tctaQtion, which e to conſilt, inyn- 
dergoing forne Penalties that the (Prieſt ene 
joyns + th after Abſolution is an humane in- 
yention, of which there is no god: alin 
the Q Dorm of Les | bc 
Contrition ? _ 


PET erp Ither ge da not: wing con 
"in exrerhal things ; as ___ 


* 4 
. A 
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breaſt, and. ſaying mea  Calpa, Nor: that 
imagine that Neg merit pardon by it.: ak 
that it conſiſt in having a contrite heatt, a 
humbled by reaſon of their griet for ih, ko 
filled with that ſorrow which warkcthr 
tance to falyation not to be repented of, Whit 
St. Paul ſpeaks of, 2 Cor. 7.10. and which $ 
the contrition David extolls. fo mich, Pſa 
17. The Sacrifices of God are a broken Ipis 
rit, a broken and contre heart, Ge. 


S E C T. XXXVII. © 
Of Auricular C onfeſſon. ': 
Queſt W 2/2 ſay jou of Confeſſion ? y 


Thar it is 2s to al- 
vation to Confels our ſins to God: Rang 
He that covereth bis fins, af wi r6v.atlt 
ſo confeſſeth: and forſakgth them ſb 
1 Job. 1g, If we confeſs our fins, he ' faubfe _ 
a nd juſt to forgive us our ſins, and to cleanſe cf 
all 7g © pap 

May nt Confeſſion be made to Paſtors 

Church # ; . : fi q oo 
'4..Yes, We would have ſinners have 
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the afſemb of Paſtors and Elders. 2: Thar 
2 finer who: Hnds his conſcience burdened 
With ſome great in ſhould confefs it to his 
Paſtout” to cafe his oppretion, and by this ſeek 
contofagon and affarance of the forpryencſs of 
his $87 after this'manner they Camie.to Tobn 
Bapti Mae 3.6 conkeing mar ſins. 
*- Q: What do you blame then in the private Confe- 
ob Charrch of Rome > 2 EIRS 
A. 1. That it is tyrannical.and a torture to 
the conſciences of the People, obli ing them 
upon pain pf damnation to pour forth all their 
thoug tsin the'ear of a man, and to diſcover 
unto him not only all cheir {ins, bur likewiſe 
all che circumſtances which vary the nature 
of fin; of which if they omit any thing know- 
ingly; their Confeffion is without truuts, and 
their Abſolurion void, which obliges/man to 
2 thing impoſſible, and which tht word of 
God obliges him not to. _ 2. That they Con- 
F heir | fins ro! Saints. 3. Thar by their 
Confeſſion they pterend to mcrir Salvation. 
* "Q.-- But S. James obliges us therenmo: James 5. 
I6, Confeſs your'faults one to another, and 
pray one for another, os | 
© A. He fays Confeſs one to another,and nor 
to the Prieſt he ſpeaks of a mutual Confet- 
fion thar Believers ſhould make ane $0 :no- 
ther of their recieoeal' ences, 'even as they 
r eo unta God one for another: © * 


of . 
. 
* » 


SECT. XXXVIIL- 
Oo Abſolution. - 
Queſt Hep Prieſts power t0 ah from, and 


t0- pardon Sins © 51/1 1 #1 

A: Priefts or criminal themſelves, hw 

no Authority to xemiit Crimes, and t© exempt 
thoſe that are Criminals with rhem from pus 
niſhment. There is none but God, -to-ſpeak 
properly, that cat}; forgive Ty for. he! only 
y offended, \as Dayid DE Ls JL. 

L Agar the only have I feng F 
alone is the Soycraign Law-giver. ts 
layc. or to kill, according to |his g plea» 
ſure, and to inflict . tha 
Tranſgreſſots of his Laws, there being oanc 
bur he only that knows: the ſincerity !of. 
Sinner's Repentance,, ſo none þiir{he-cam 
folve the Penitent:; is I, ſays the Lord, 
43- 25. even 1 am he that blotteth out thy Tranfy 
fiohs for mine own ſakg, and will not remendber thy 
Sins..' Therefore the Phariſees - were in thet 
right to conclude, .when Jeſus Chriſt 
the Sing of him that was Tk of the 


; 


Mark,2. 7. That he did arribure to: himlcltz: 
Divine Power. 


H 4 Q..Nes 


' TORT. 5 45x KY 
of Catechiſm againſt Popery, _-- 1403 _ © 


0s Aconbfn gt Ne 


CEQ. Neverthelr, Feſus Chnift promiſed to his 4- 
_ poſter, and i wr them to orb rmeen that _— fins 
' they remitt ſhout he remitted, 20. 2 it 
” 4. Paſdors and hot bs Or -- 4 t] 
berg incely Authority of Jur i{diftion, bur f| 
by Declatative Authority, as He- 
NY ik and Ambaſſadors for Chriſt, declaring 
from him forgiveneſs of fins to thoſe that Re- 
pent.and Bdlicyc in Jeſus Chriſt, 2 Cor- 5.20: 
And declaring on the'contrary the wrath of 
God 2gaiift the Unbelieving and Impenitent, 
beſides chey'pardon' and* remit fin with re- 
fpett .to- Eccleſiaſtick Ceniſure thar — | ( 
xe or ruitigate asthey find expedient for th 
me conſolation'of the ſinner. | 
Q. Whett Jeſs Chrift jew whiſe fins Je remie || | 
ty are 7 erin, Ach give Paſthys authority | 
Ro that God oblig:s him- 
't oy ref en heed , fy or cyndemnation 
hx: - nowhee to finners'? * + 
'for:God obliges not: himſelf to'ra- 
all forts of Sentences/and Judgments of 
pg = which are very ofteh raſhand contra- 
= Fx'20+ Juſtice: and Charity . bur this general 
» Jentence -rmuſt- be underſtood with the fame 
reftricton-rhat the peneral'promiſe thar”Je- 
ſos Chriſt made us. 3b, 16. 2, That whatſoe- 
oy rye Jhall atk, the: father in my name,__be will give. 
i-you ;| who te n when the things we ask-are 
alyation, and according to big 
| will: 


*& + 


TTHLIV 
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will : ſo God promiles to ratifie the Ablolu 

on and Pardon that Paſtorspronounce, wh 

jt is done according to his word and when 
they aſſure penitent fouls of the forgivencisof 
cher firs. RY 


b SECT. XXXIX. Fe 
Of S atisfactions and Indulgences.: 


Queſt. T_T 4th 2 Paſtor power when be giveth ab- 

ſolntion to a Famer , t) impoſe any pens 
nance upon him, as Alms Deeds, Faſting, and ſwch 
like things, to make ſarufatiien for bis fins, for which ' 
be hath received. Abſolution upon his Confeſſion ? 

A. No, for the word of God teachesuson 
the — thar God pardons us all 
only «for Chriſts ſake, Coloſ. 2. 13. And. ot 
Saviour when he pardoned. the - Woman ta» 
ken in Adultery, did not inflit'ary puni 
ment upon het "Þur only {aid tg her, Goand 
fin no more, Joh. 8. 11. Beſides it is-4 great ay 
buſe to impoſe alms, praying and faſting as 4 

puniſhment , which are good works, 
- ought to be done with pleaſure and deli 

-Q. What do yout believe concerning the Inda 
ces of the Church of Rome, and of the X 
the Church from whence the Popes draw the ſis 


"IS- wv 


ws A © 
+ * 
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bexndant Satisfattions of Jeſus Chrift, and of the 
Saints for the comfort of Suners in this life, - the 
Dead i in Purgatory ? - 
A. Thar this Doftrine is noching but aobi- 
= -and an invention of thecovetouſneand 
ambition of the Pope to rule oyer the Conſci- 
ences and Purſes of Chriſtians ; thoſe preten- 
ded favours nor being communicated ba to 
thoſe thar ſtretch forth their helping 
they ſpeak : and I acknowledge fo no other arr 
tisfation bur the trec is no of my Sa- 
viour, nor any other Ind bur the 
ercy of God, which pardons off our Offen- 
CES cl for Jeſus Chriſt's lake. 


SE CT.. XE. 
Of the $ acraments. 


Que \ \ T Het is a Sacrament in the Clriflian 


Chmrch ? | 
wo” I is a viſible Sign inſtituted þb in 
Chriſt in his Church, for to-repreſent his Per- 
Ni his Death, and his Graces that he hath 
—_ for he ihe his wart : 

Sacraments do yo acknowledge? 
W Pagoda wn Sauer andthe Lord's Suppcr. 

. Q. Why do.you acknowledge no more 
A. Becauſe that.in r of rhe Goſpel, 
Is only theſe two On in the Church: 


Q.. Tet 


fpuy Bol 


_—_— 


" Catechiſm againſt Pojory, = toy 
144'2hi Chirch of Rome, beſides thiſe 
HE others ; w/o ape on Th eg 
Extriz Unilion, an1 the Sacrament of 4 
| A.'1 caunot acknowledge thetn {6 
| | ments; beraiiſe they have notthe Cob 
| gore Hh "ro- the lawful oc * "the 
Chriſtian Church. | 
hat ave the Conditions of a1 awful $20 mv 
1: Thar it be inſtiruted b EO 
"Thr it be vilibleſgn of an 
3-Tharic repreſent Jelus Chriſt WP iS Graces 
4 'That they be common to all 'Be ſeycrs, 
5. That it be conferred by a lawful Paſtor, © 


SE CCL. ALS; 
But Confirmation... bg 
Queſt. Hat is the Sacrameit of Confri - 


tron ? 

-A.Tr is a Sacrament of the Church's Rome, 
which cannot be reiterated; and is done by a 
Biſhop 3 which Biſhop greafes the face of: 
Child in form of a Croſs, ſayin it Lai 
I mark, thee with the mack of. the Co ah 
firm thee with the Criſme of En, in po 
Name of | the Father, and of the San, and of the 
Ay And' the End of A is "Sacrament 

fay, that the: Chriſtian. may makes 


chin i the Faith ; and be made 
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compleat and they would _y_ 
have this Cn, eblerved with. 
veneration than Baptiſm, as being done by 
2 more worthy perſon, to wit, a Bihop, and 
which hath a greater vertue than Baptiſm. 
ru do you not acknowledge this to be a. 
Sacrament ? 
A. Becauſe Jeſus Chriſt hath not infllaed 
i, "1 ſee no ground for it in the, Word 
- of God, and it is an cxtream raſh impiety to 
forge in the Church a. Sacrament to.Which 
they attribute more vertue, and: give morc 
ry + mnkyres Jeſus Chriſt put hj ands 
e ſee t at ſas C thih 
1 Children, Matth. - 19. 13. id Apoſtles 
their bands on perſons Bartiſed before that they 


might _ the Holy Ghoſt. AQ. 8. 16. 17. \ 


d 1 
and 19. layi ing on-of hands- is no Sacra- 


= always -uſcd to thoſe that were 9 
or received to any Office in the Church : So 
Jacob laid his hands upon Ephraim and Manaſſe 
when he blefled them, Gen. 48. 14- Moſes upon 
Foſuah, Numb. 27. 23. The Apoſtles upon 
thole for whom they implored Grace —_ 
God and the aſſiſtance of the Holy Ghoſt, 
bix in that there was nothing done ike what 
_ is done in- Confirmation, neither ,as to. the 
an nor as to the words, 'In the - 

| "Churche 5 


'of the Chatkan Church, but a Cere-- 


ma. La 


ny 


| 12 rat tee 2 

Chur the laying on of the hands.is 

ob{cryed. ar oh Detinatin of 

the end to implore the Grace of the 
for them, DUE 5 Of SPE APAreS: 

mr oF; the Churen. 


SECT. XLIL 
| of the Sacrament of Penitence. F 


Queſt. FFT Hy door not ackpowled 7 
for 4 Sacrament of t 

Church ? + 

A. Because 1. Jeſus Chriſt hath not inſti- 
ruted it : ot Repentance harh always been 
neceſla in, and as agreeable to God 
before 2D pak came into the World as fince. 
2. It isan abfurd thing co make: a Chriſtian 


verge a Sacrament and cxteriour ſign. If 


Contetſion, Contrition arid Ge F1-01 1X6 

is-0. matetial (igh viſible to_repreſent_to us 

any. inyilible Grace in, Jeſus Chriſt. ' 4. Theſe 

tre pine of their FenRevce, afe not con- 
ſrl ac Paſtour,. but {> 2XErc) 

epenting- 5: $_prcten 

Sacrament is not coferred in the | 


other Sacraments, bux it is praftiſed 7 ihe 
Q... They 
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tell yo that in abſolution there 


» le gona Le + hf 
; ; iy; 
CE FEY tothe rl arty o6.4 029 Df 
* #: Thy to that 1. Thar & thi ligh-be 664 
in Nato, 'tis not in Penitence, fot 2bIv/ 
lution 1 _ no part of rs ew enitence 
8 in the Singer, -and.-a n is given 
the P "2. 'Fhar -m  Abſolgtion 
ere is no viſible Sign. J If words 4 
be called vidblt figns,- then: all the: 
of the Goſpels -_ may be called -_ 
aoargn oy © Ticks | . i.F 1940 


"Seer." x1: * da? 
5 of Marriage, _ : 5 i 


H £ do You not aheents Nai 
age for a Sact ament —_—_— 
t. i ir was not 1h Et "Vs 
oft "or Marriage Was La 
nn IMG 
mo ctafrictit' ot re” 
arch; ſince Mittiage is Lawtul ever a- 
ton kad pg *; Thete ishotin Marth 
any material viſible ſign, not atty word ad- 
; _ ted to, the, Element, the conſehr of 


being char which makes Marriage, fore: 


v9 v9 60a ww A TYTDOq 5 


[_ 


" 


ale! 
"(1 
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ly the Miniſter 
os Repnlates pablick deed. 


wed and conſ{enr of the patties. 4. Iris 

( according 'to- the' opinion of the nay 
Church )-common- ro all Behevers , ſifice 
Prieſts 'ought nor as they (ay to partake there- 
of : And it isan Lu. Fork that it ſhould be 
a Sacrament xo the People Sd 2, Pollution 
and Sacriledge' a: the Prieſt. 

Q. Tet St. Paul calls Marriage @ Sacrament, 
Eph. 5. P's: . This Sacrament js great. 

eſe words are {o in the vulgar Latin 

a but in the Greek, it 1s, This Mage 
great, and he fpeaks not there of Ma 
obthe Union berween Chriſt and his Chu 
for the Apoſtle adds, But rm proven 
and bis- Church. | -Lakewile 'it 1s eqns 
ſerved', Thar the Latin verſion uſually ods 
che word My Myftery * into that "0f'- Sacrai 
and calls- rhe M fry of "Godllineſs, 
Goalines, 1 "Tow. 216. And th ny 

nels, 1 Tim. % I nd tne 

Fthe Woman the Sacrartionnel the Wo: 
mak Rev. 17- 5. . 

Q.” Tet in this ' paſſage Sr, a2 
that 'Marriage is a Figure of the ita Mrigy 
b:tyeen Cbriſt-an#bjs' Church. 21K 

4. Iris true, bt every Figure and Coma 
pariſon that 'the Scripcure uſes! to 
ene” if us the Spiricual- Graeds: "of 


"up. 


In _. Sa 4 Coecife __ Pen. | 
and the union of Jeſus Chriſt andhis Church 
are not Sacraments, otherwiſe: a V ns HE 
Light, a Door, a Shepherd, and fuc like 
compariſons = ofuns C Chriſt did uſe ſhould 
be Sacramerys of the Chriſtian Church. | - 


'S F G T. XLIV. 
Of Dactreane Untion. 


Queſt Hy do not you 2 CAT" the Fey 

ing of the ſick; for @ Sacrament of 
FA Ray ne $6 Jams 5 14, I 5- recommends 
#7. Is any ſick among you, let. him call for 


. the:Eldets of: the Church, and ler them pray 


er. him , 'anointing him with oyl in the 
Sr of the Lord; = Mark 6. 13. We. read 
| roo Apebles anointed the fk with ol and beat: 
eg:thent?, - 
> This.anoinxing was not an ordinary ON 
crament, and ought not to be continued ; in 
the Church, becauſc i wes doncno be a fig | 
ob-raracglous healing, as 0 8gcarech Þ - 
cs, in Galt lowed 

chicanginengs ſince x - pic bell ing is cca- 
fed}; it 1s neceſſary that the Sign arid Sacra- 
pacur ea ceaſe likewiſt,theretore-anvinting now 
_y but an unpt "Tet 


 '{ Cattebiſos againf Pipe 110 
hbt beinp © praCtiſed. for 'the healing -of the 
Sick ; bur on the contrary, when the" Sick is 
near to death : arid therefore they* call it Ex- 
team Undtion. [0+ 4 2: 2 00 


| * OL DOTS 4 6 D315 
TORT oRLVS...-- 
Of the Sacrament of Orders. 


Queſt. WF F Hy td you "not achyotvledge Orders 
ET. 107 Sacrament ? ., ©. . 

-— A. 1." Becauſe; actording to'their atone, 
there are ſeyen' different, forts oft Orders, 
there: muſt then be thirteen  Sdaranicns” in- 
ſtead of {eyen. + Becan: it ts/not common 
toall Believers, bur particulatro' F&defraſti- 
cal Perſons only. J. Becauſe theretis' no ma- 
terial ſign in ig. 4- It doth not repreſent tons 
the death of Jeſus Chriſt,, and his Benefits. 
5. The _ part of theſe Orders was not 
inſtitured by Jeſus Chriſt ; as Porters, ,Exor- 
| Ciſts, Acolyts, Under-Deacons. 6. It is 4 
gtcat abſurdiry to make a Sacrament of the 
- ordinary Offices in the Church. ' x 

Q. May not the Inpoſition of Hands upon. #: 
Paſtor, to eſtabliſh him in his Office , be cated. 
a Sacorpment , fince i o a viſible Sign 4, 
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A. It may be called a Sacrament, bur not 
in -- ſame __ Gnks that Baptiſm and the Lord's 
__ are ; for this wy, — of Hands is 

> facred 8 Sign of the Covenant of God in 
Jeſus Chriſt, it s not common to all Belicy 
and it cannot be a Sactament of the New Te- 
ſtament, ſince it was praftiſed under the Old, 
Nun 2.7.2.3. Deut. 34 9. 

Q._Do you believe that the conferring of Orders 
tepon 4 man imprints ſuch an indelible Charadter upon 
hs Sod, that the flames of Hell campt efface it, or 


raze 12 ont 


4. I believe this Charatter i is 2 vain ima- 


3 and I know no other Chara» 
five that "& printed upon the Soul, bur that 


of the Spirir of whereb the Ele& are 
ſealed £- the { God wh Redempron Epbeſ. 1 
1 W+Y 


-Þ ran Grace, to wit, the Grace of the Holy | 


LL 0 EO © ——pzi-x 


? 
þ 


"Church, fays rene wort 
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SECT. XLVI. 


Of the Order of. Friefthgod. 
Queſt. = - think, you of the Order of 


Pr teſts ? 2 

A. If the name of Prieſt, from Presbyrer, 
be taken as it was inthe time of che Apoſtles, 
for an Elder; or Paſtor, whoſe Office is to 
inſtru and lead the Flock of Jelus ls Obel, 
as S.Peter exharts the Elders in Bees 
Chap. 5; t. This Order is very lawful hand 
inſtiruted by Jeſus Chriſt. Bur if by Prieſt 
res underſtand a Sacrificer of the —_ 

Chriſt; t hold chat Order to be 

4. tir _— y L_ 

yy ao ye eſteem it ? 

A. Becauſe no man th il fron 'of 
Prieſthood unto himſelf, but he char was caF . 
ted of God; as Was Aaron; Heb: 5. 4- It elke 
__ then w, look on chemſelyes as Pe as's 
without ucing any Authority from 

ord of God God for the inſticution of = Or 

- &. Padll, gt and I Cor.” Px: 8; 
Rom: 12, Where he reckotis the Offices re! 


Kkbrews; in alt bis E —" jn white e cal} | 
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expreſly and ar length of the Prieſthood of 


the Chriſtian Church, ſpeaks not of any 9- 
ther Prieſt of the Body of Chriſt, bur Chriſt 
himſelf, who offered himſelf ro God by his 
Eternal $pirir,Hebr-19.14- Ir is alſo to be conſi- 
dered thar the Apoſtle Hebr. 7. gives two rea- 
{ons for aboliſhing the Prieſthood of the Law, 
which deſtrays.-alſo that which 'is'now-Eſta- 
bliſhed, the one is that the Prieſts were ſub- 


je& to death the other that they were obliged 


to Sacrifice firſt for their own ſins, and then 
for the ſins of the people : Prieſts being then 
{tli{Mortals and Sinners,ought to be aboliſhed: 
Belides the: Sacrificer' being more excellent 
than the Sacrificed, and he who Sacrifices 
more: powerful” and more excellent than the 
Viums;' iris roo.bold an enterpriſe. to pre- 
tend/toSacrifice Jeſus Chriſt, for it is ro make 
themſelves greater and more excellent than 
Jeſus Chriſt himſelf. | 

1. Q., They pretend notwithſtanding to prove their 
Prieftbood by theſe words of Feſus Chriſt, Do this 
un xemiembrance of me. 

-\A. But. they do it without ground, for 
Fitſt;- Since Jelus Chriſt by theſe words Inſti- 
cue -the Sacrament of the Lords Supper, 
Whar rance is there that. by the ſame 
words he ſhould: Inſtitute another Sacrament. 
Trop, Jes Chriſt in theſe words com- 

mands hs Diſcples to do afterwards that 
VhMx C 1 


which 


/ 
A. Catechiſm againſt Popery. - 4% 
which he had ordered them to do then (viz.( 
to take and eat; now to take and eat is -not 
to facrifice. © Thirdly, 'Moreoyer, he com- 
mands to do this in remembrance of him : 
Now, it is abſurd to take and facrifice a per- 
{on in remembrance of him, for we remem- 
ber things abſent. _—_ 
Q. Tet the holy Scripture (peaks of other ' Priefte 
render the New Teſtament than Jeſus Chrift, for St. 
John ſays, Rev. I. 6. that Jelus Chriſt hath 
made us Kings and Prieſts unto God and'his 
Father. ' And in 1 Pet. 2. g. St. Peter calls us 
a Royal Prieſthood. TR | 
A. It is greatly to. be obferyed, that this 
Title is given indifferently to all Behevers; 
and never particularly to Prieſts : and Belie- 
vers are called Prieſts, becauſe , as we are 
taught in I Pet. 2. 5. They are an holy Prieftood"to 
offer up ſpiritual ſacri'ices acceptable to God -by Feſus 
Chriſt.  . TY 
Q. And what aye theſe $ crifices ? LS 
A. Good Works, Prayers, Praiſts and 
Thanksgivings; Heb. 13. 15.  Alms and Re- 
pentance ; Pſal. 51. 19 And Rom. 12,1. Pre- 
ſent your hodies a living ſacrifice, holy, acceptable uh- 
z0 God; which is your reafonable-Service. 


| q Se SECT. 


% 
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SECT. XLVI.. 
Of the Sacrifice of the Maſs. 


Quelt. Þ o&- you believe that in the Maſs the 
PR Priefts offer the Body of Jeſus Chriſt 
& Propiciatory Sacrifice for the Living and tht 
Deal ? | 

. 4. AsI acknowledge no other Prieſt + 
the Church but Jefus Chriſt, who is a Prieſt 
for ever, after the Order of Melchiſedech, Pſal. 
110. 4- Alfo I acknowledge no other Propi- 
yanary Sacrifice for Sin, but the death of Fe. 
ſus. Chriſt, who hath loved us, and hath 
given himſelf for us an Offering and Sacrifice 
to:God, for a ſweet - ſmelling favour, Epheſ- 


5. 2. 
Q. Why do you not acknowledge any other ? 

, 4. Becauſe the Word of God makes no 
mention of any other under the Goſpel : 

d che Apoſtle to the Hebrews, who writes 
an. Epiſtle, expreſly to teach us by what Sa- 
crif:ce Sits are .cruly cxpiated, and the Sacri- 
fices of the Law fulfilled, mentions no other 
but the Blood of Jeſus Chriſt, who, by his 
Ecernal-Spirit, offered himſelf to God co pur- 
chaſe for us an Etcrhal Redemption : yea, 
Wop - x PE ; i. & . . . e 


OO 
PA 


VYIgWO 
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he tells us ex xlly, that wy Chriſt offect not 

—_—_ &. 9. 25, And that, as B# 

appointed for men onee to die, and after this the ju 

rent, G Chriſt was once offered to- bear i 

Sins of Man ; Heb. 9. 2:7, 28. That by one 

__ bath wted fr ever them that are ſan fr 
b the Offering of the body of Jeſm ory 

, Heb. 10. 10, 14- 

"QF; is true, be offered himſelf but once a bloody 
Sacrifice, but be offers himſelf an undlbody Sactifice 
every day at the Maſs. 

Word of Cod, nexder i here ary Wonlts 

O neither is there any 
ma Sacrifice without ſhedding of Blood'; 

9. 22. Without ſhedding of blood is nd Remif- 
fron. | 


Q. It is only by the death of Jeſis Chrift that For- 
giveneſs of Sins is purchaſed for us ; but by the Maſs, 
as by an Applicatory Satrifice of the former, ' appt 
ed to us the Sins. 

A. Tanſwer to that, That avi nie. ew: 
ful that Jeſus Chriſt dic again thic” hits dearth 
may be applied tb us,” neither is it'neeifal! 
that he be {ſacrificed again, that his Sagiſſice- 
may be applied to' us. God: hath 4 : 
other means than'the to apply thedearh ' 
and Sacrifice of Jeſits-Chr fri po fned: the 


preaching of the Goſpel, SOR 2 atd” 


I 4 


Q. Bus 
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Q._But if Feſus. Chriſt "js not offered every day, 


der of Melchiſedeck : 
A. The Apoſtle Pp. >the Hebrews makes it to 


coaſt} in twothin ro the perpetual Et- 
ficacy of .his Bl = offered on the Crols, 
and therefore it is ſaid, Heb. 12.24. that His 
blood fpeaketh better things. ;than that - of . Abel. 
2. Inthat being eas. into the holy Place, 
according'to.the Office af the High Prieſt, he 
Intercecds' continually tor: us: - Heb. 7. '24- 
25- This 'Mgn, becauſe. be, continuetb ever, hath 
an unchangeable Prieſthood 4-, wherefore- be: is able al- 
ſo. to ſave!them to the utmoſt that come unto God by 
bim, ſeeing . be ever Iiveth to make interceſſion for 
them. 


.Q. They: alledge, for the. Sacriice of the Maſs, 
that which is ſaid, Gens Fi 18. that Melchile- 
deck ſacrificed. Bread and 

A. If it were fo in this paſſage as it is all 
= ed,-there-could nothing be gathered from 


r= of Melchiſede ſhould -q r Bread iand 
"Wipe, and. not FE Jeſus Chriſt. 
Bur thus-paſla = nvewe tranſlated ; for in 
the Hebrew it 1snot Bar Melebiſedeck ſacrificed, 
butthat-he hrought forth,.or preſented Bread 
and Wine ;,and that, to "Hhbrabam, for to xe- 
IN; | 

G Q. They 


wherein conſiſts bis everlaſting, Prieſthood after the Gr 


ut that. the Pricſts according to the. Qr-. 


freſh him _—— his-people, and n not to Gag in | 


EMH 4ly 


of} 


ce {a ANA XA 


wht toes 


XUM 
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Q. They prove likewiſe the Sacrifice of the Maſs 
by Mal. 1. Th From the riſing of the Sun; 
even unto the going down of the ſame, 
Name ſhall be great among the Gentiles, and 
in every place Incenſe ſhall be oftered unto my* 
Name, and a Pure-Offering. | 
- A-'In all this paſſage there is'nothing ſpoke 
of the Sacrifice of the body of Chriſt, bat 
the Propher ſpeaking cf the Calling of the 
Genciles,foretels that every where a pure Of-" 
cring ſhould be oftered unto God ; for fo the? - 
Word of God calls the preaching of the Go-* 
ſpel, Prayers and Alms. and ſuch like good 3 
works,which are ſpiritual Sacrifices acceptable 
to God, through Jeſus Chrift, 11 Per. 2. 5. | 
Q.'What anſwer you to that which the Apoſtle ſays, 
H.13.10. We hays anAltar whercof they have 
no right to cat which {ctye the 'Fabernacle 2 
A. I hat by this Altar is meant the Sactitigg; © x; 
that is ſpoken of in-afl the Eyiſtlc, viz. th& 
death of Jeſus Chriſt, and not-the Sacrifice of 
Maſs, of which there is no mention made. 
Q.Of what Sacrifice then freaks the Apoſtle hefides. 
the Sacrifice of Jeſus Chriſt, when. be ſays, Heb. 9. 
- 23. That it was neceſſary that the Heavenly” 
things ſhould be: purified with betrer Sacrihs! 
ces than thoſe z naming more than one ? who 
-4. He ſpeaks only of the Sacrifice of Jetus! 
Chrift,more excellent than all the Sacrificesbt 
' the Law;& names it Sacrificcs, putting it mrhe: 
«4 | p | plural, 
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Plaral : 1. Becauſe of his oppofin to the 
ancient Serie uf the Law. 5. uſe of 


its Excell ſo David calls R 
Fa. FE. 17: | Sacrifice of God, or yon? 
Holy Place, in Greek 1s called Holy Places 5 The 


Right Hand of God, is called Right” Hinds. 
QMg not the Lord's Supper "be called a $Sacyi- 


4. Yes, in the ſame ſenſe that Alms and 
good W orks are called Sacrifices, not Propi- 
tiatory, bur Con _ , or a Thank 

giving Sacrifice. o be called a' Sa- 
_—_ becaule it Ka —fo the Sacrifice of Je- 

w Chriſt's death, even as the Sacraments' 
= the name of the things they reprelent. 


SECT. XLVIIL. 
Of Baptiſm. 


Queſt. = doth ow, ent to your. ? 
Two Wathings: 1. 
Waſhing of our * Fultihcation, which ll 
in the Forgiveneſs of our Sins. 2. The Waſh- 
ing of Regeneration, which conſiſts in our - 
being renewed my by the Holy Ghoſt. 
Q._ Are thoſe Graces communicated by Baptiſm, 


Ex operc operato,. as they ſpeak in Pn 
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the thing done ? that is to ſay, by the bare AGtion of 
the Sacrameitt, trithout the diſpoſition 'of bim that 
receives contributing therewnto ? 

A. No, But by the power of the Holy - 
Ghoſt in them who have Faith and Repen- 
tance : for as it was not the blood of the Hei- 
fer that purified the Conſcience, neither is it-}. 
the Water of Baptiſm, but the Blood of Je - 
ſus Chriſt that cleanſes from Sin : and there- 
fore Baptiſm is called, 1 Per. 3. 21. A figne, 
which ſaves us, not the putting away the filth of the 
feſh, fays the Apoſtle, bt the anſwer of a godd 
Conſcience towards Gol, by th: Reſurreion of Jeſus 
Chriſt. 

Q. Why then are Children baptized which are nat 
capable of Faith and Repentance ? 

A. Becauſe, having an intereſt in the Co» 
yenant, they ought alſo to receive the Sign 
thereof, Acts 2. Þ, 39+ Be ye baptized, every one 
of y ne, inthe name of Jeſws Chriſt, fo ths Remiſſion 

fins , fir the promiſe is unto yew, an1 to your chil- 
js for theſe Children when hey com ro 
Age mult apply to themſelves the Promite 
made to them in Baptiſm, or elſe the Sacra- 
ment will {crye only to aggravate their Con- 
demnation. 


ER AM © 
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SECT. XLIX. 
' Tf Original Sin continues after 
h Baptiſm. 


Queſt. H=# Baptiſm that efficacy wholly to ef- 
face or aboliſh Original Sin ; ſo that 
after Baptiſm there remains in Man no ſinfel Corru- 
on £ 
Fa No : For Experience ſhews that Chil- 
dren have perverſe inclinations, and are ſin- 
nersafter Baptiſm ; and if they were not ſin- 
ners they would not die; for fays the Apoſtle, 
The wages of ſin-is death, Rom. 6. 23. And St. 
Paul, who was circumciſed, and after that 
baptized, grants that 11m dwelt in him, and 
that he was {old under fin ; Rom. 7. 14, 17. 
The Romaniſts themſelves confels in the 
Council of Trent, that Luſt continueth after 
Baptiſm : Now, it we believe St. Paul, Luſt 
1s Sin ; Rom. 7. 7. I had not known Luſt, except 
 #he Law had ſaid. Thow ſhalt not covet. 

Q._ But how often doth the Scripture tell us, that 
"We are baptiſed to the Remiſhon of Sins, 
and that We are therein waſhed from our 
SINs ? AF. 22. 16. 

4. We do receive Forgiveneſs of Sins 
" therein; and to thoſe that believe in Jeſus 


Chriſt, their fin ſhall not be imputed, _ 
that 
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that doth not hinder, bur after Baptiſm our' 


Corruption doth continue, more or lefs, eyen 
till death. 


SECT. L. 


Of the Neceſſity of Baptiſm. 
Quelt. || S Baptiſm ſo neceſſary to Salvation, that 


without it we cannot be ſaved ? 

A. Baptiſna is neceflary to Salvation when 
it may be had, and this holy Sacrament 
ought not to be neglefted : but to exclude 
from Salyation a pcrion who ' could neither 
have the time nor the opportunity to be ba- 
ptiſed, or a Child whole ſudden death ha 
preyented Baptiſm, is a cruel Doftrine, 
contrary to the goodnels of God, who tieth 
not his Grace to exterior Elements, and ma- . 
keth not the Salvation of Children rodepend 
upon the negligence of their Parents. 

Q._ Neverthel:ſs, Af us Chriſt ſays to Nicode- 
mus, John J. 5. Except a man be born of 
Water and of the Spirir, he cannot enter in- 
to the Kingdom of God. 

A. Jeſus Chriſt doth not mean the material 
Watet of Baptiſm, but the Grace of the Holy. 
Ghoſt,which is ofter., both in-the Old: & New 
Teftament;called water,1ſ.44-J.Ewill porer water 

| wpon 
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nu him that is thirſty, and floods u the 
i= : T will poxr ny Pivie apes ed A 


Jelus Chriſt promiſed to give them thar be- 
eve on him, a well of water {pringing up 
into Evetlaſting Lifc. obn 4- 14 By thoſe 
words Jeſus Chriſt doch not ſhew Nicodemus 
the Necellity of being Bapriſed, ſince he was 
already Circumciſed, but the Neceſfiry of 
being Repgenerated, that he might enter into. 
the Kingdom of Heaven: 


SECT. LL 
of the Lords S upper: 


9 That it might be a memorial of his 
death, as Saint Paid tcacheth us, 1 Cor. 11. 26+ 


eſt, F R what End did Jeſus Chriſt initi- 
, 4 tute the Sacrament of the Lords 
0 


As 9 as you Eat this Bread, and Drink, this Cup, 
Je. dp .ſhew the Lords Death till he come: A 

himſcif wacn be Inſtinired this Sacrament 
faith; This is my Body mhich is broken for you, this 
doin Remembrance of nie. & Cor. 11-, 24 | » 

.. Q. : Do you believe that Jeſus Chriſt when he ſays, 
AsiSmy Bodyy change the Bread ſubextially 
#dp Op true Bodygnd wes pleaſed ay + 


k 
dÞ 


» 


VIEW 
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Feforr ſhould p——_ jak words, » thy | fond | 
rauſubſftantiate the Bread ani Wine into bis Body ? 
_ No, for fince Reaſon and Faith teaches 
me that there is no chang e 'of ſubſtance in 
thole ans ln a, LOUC as mel] ohne 
me thar it js rrue bread and Wine; reaſon 
tells me that a human body cannot be in- 
cloſed in breads accidenss, and thar —_— 
{ubfiſt wichour their ſubjeRt , 
when it 1s deſtroyed ; that i implies a = 
cngon that one body can be in heayen 
$d in rth at the {ame time, and not in 
middle ſpace: that it can have all its 
and dimenſions in one ſmall point, and 
yn be {piriqual chan a ſpirit. Briefly, fairh 
which teaches me thar Jeſus Chriſt hath an 
uenan naggre Like to ours in all things, Sirr » 
y excepted, pero me not £0 belicye thar: 
Fel Chr iſt & ha body A euhads ay me. 
wichoue IenBians, withour yre's 
oa: tn peritnd Ks IE Ga [ow Chrifd 5 is- 
in Glory at the Fathers right permits 
me not to believe that his body is ek 
ſubje& ro- be trodden under tae by Infidels, 
ohen away Fay by Thieves, Sj by mice, and 
e is in Glory, more | 
| . _ than ever h fuſer during his hy- 
here belo ys AW ord, faith which 
E heaven muſt receive 


cach 
naky bat heh 4ll things, 487 -J 3h 
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- *And that we have the Poor always with ts, 
bur tharwe havenor him always, Matth. 26. 
211. That he- bath letr the World, that he 
is gorie to his Farher, John 13. T. and 1G. 17. 
and-44. 3. hinders me from believing that he 
1s-here again on the Earth, ſhut up in a Pix 
Matth. 24. 26. If any ſhall ſay, Behol4 he is in the 
ferret Chambers , believe them not ; the Greek 
word 1ignifies Ciboires, 1. EC. the Boxes mwhereih 
the Sacrament is' kept. | 
i, 'Q. But yet he hath ſaid himſelf of the Bread; 
'T Fo my Body: ; and of the Cup, "Thisis my 
Blood, Matth. 26. 26. | | 
A. Yes, but he ſaid likewiſe, that it was 
Bread ; He took bread, and ſaid, this is my Body : 
andhe {aid of the Cup, that it was the Fruit 
. bfe rhe Vine, "Matth. 26. 29. And St. Pal, 
E-Cor. 11. 26,2.3428. lays that we break a 
car Bread. 1 am then obliged to beheve that 
, it i5 Bread, and the Body of Jeſus Chriſt. © 

 Q." How can'one and the ſame thing be Bread ant 
the'Boly of Chrift, which are two Natures ſo diffe- 
rent"? | | by 
.-- A: Tr is Bread- in {ubſtance, bit the Body- 
of 'Jcliis Chriſt in figure and {ignification, ac- 
cording to the narure. of Sactaments, which 
rake the fame of the rhings ſigriified} as like= * 
wiſe the things ſignified -rake' the 'names of 
dieir figures, even- as the Roden the Delerr? 
i ealled Chriſt;the-Paſchal Lamb,- a+ Paſt 


bis over, 
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over, Circumciſion rhe Covenant of God,. 
Jeſus Chriſt che Bread which came down 
trom Heaven, the Vine, the Door, the 
light, &c. 

Q. Fw know you that th:ſe words, This is 
my Body, onght to be taken Figuratively ? 

A. Firſt, Since Jelus Chritt by theſe words 
inſtirured a Sacrament, they muſt be under- 
ſtood Sacramentally, and Jeſus Chriſt iriſtiru- 
ting this Sacrament inſtcad of the Paffoyer, 
in Which a Lamb is called a paſlage, it was 
reaſonable that in the Sacrament of the New 
Covenant, the ſign ſhould take the name of 
the thing ſignified ever as the other did, 
Secondly, þ us Chriſt himſelf would have 
us to underſtand it figuratively, for he com- 
mandsus to do this in remembrance of him, 
he would not then have us to Eat his Body 
really and corporally, for we ate ſaid to re- 
member only things corporal when abſent. 
Thirdly, Betides our Saviour gives us this 
Body as broken and delivered for us;now he is 


* notrally broken inthe Sacratnenr, bur only 

in Figure. Fourthly, The breach is the Body 

of Jetus Chriſt, as the Cup is the NeWTe- 

ſtament of his Blood; now a Cup ies ne 

a New Teftamenr but figuracively, nd 

cnthe Bread be Chriſts” any othet 
ay. 


K Q he 


, 
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- , Q. What can you anſwer to theſe words of our 
"Savioxr. where he ſo plainly ſays, That his fleſh is 
meat indeed, an4 his blood drink indeed, John. 6.55. 

A. I fay, Firſt, That in this ſcxth Chapter 
of St. John Jeſus Chriſt ſpeaks not of the Lords 
Supper, for it was not then inſtituted.Secondly, 
That the Body and Blood of Jeſus Chrilt is 
truly the meat and drink of our Souls, but 

[not of our Bodies; that his Body is ſpiritual 
meat, and not material, 'and by rhele words 

*Jefus Chriſt teacherh us, thar as truly as Bread 

.and Drink nouriſhes our Body, his Body cru- 
cified for us,& his Blood ſked:tor our Redem- 
ption, nouriſhes, comforts, and forrifies our 

Souls; for what Nouriſhment is to the Body, 
that Conſolation and inſtruftion is tothe Soul. 

Q.. But thu word indeed ſeems to exclude al. Fi- 
ure f 

+4. Notar all, bur only all doubt orun- 

truth, for doth not Jeſus Chriſt {ay, that he 


_ 4s the true Vine, obn 15. 1. and yer be is {0 


only Figuratively. | 

*',Q. How know ye that Jeſus Chriſt ſpeaks of a 
Spiritual meat and drink in the fi>th of St. John ? 
---, Becauſe his diſciples murmuringar che 


the hardneſs of that ſaying concerning catin 
. Hig Fleſh and drinking his Blood, he tel) 
thetri, what if you ſhall ſee the. Son of Man 


vm VU 


. aſceriding up where he was before verſe 62.1n- 
finuating to them that when they ſhould i 


- 
p- | KR 
*, "I. 
F- * 
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him aſcend into Heaven, they ſhould norhave* * 
ſuch groſs apprehenftons as ro imagine 
could corporally eat him on the carth : And 
that they mighr underſtand thoſe words {piri- 
tially, he adds, It is the ſpirit that quickneth, the 
fl-ſh profiteth nothing ; the w:r1s that I ſpeak wnto 
you, they are ſpirit, and they arelife, verl. 63. 

(). How then can you eat Chriſt's fleſh, an4 drink, 
his blood, as hz commands us in this Chapter ? \ .. 

A. Spiritually, and by -faith, which is the 
mouth of the Soul, according to Chriſt's ex- 
hortation in this Chapter, werſ. 35. He that 
cometh to me ſhall never hunger, and he that believeth 
on me ſhall never thirſt. And it appears, thar he 
ſpeaks nor of a corporal cating of che Sacra- 
ment of Chriſt's body in this Chapter, ſtnce 
he ſays, verſ. 54. that Whoſnever eateth his fleſh, 
and drink:th his bld, hath life eternal. And, on 
the contrary ; Except ye eat the fleſh of the Son'of 
Man, ani drink, his blood, ye have no life in you, © 
ver{. 53. Now it iscertain'that many cf the 
Elef&t are dead, and could not have this Sa- 
crament. And werſ. 56. he ſays, that He that 
eateth my fleſh, and drinketh my blood, dwelleth in 
 me,andTinbim. Then the Manducation of Teftts: 
Chriſt and his dwelling in us, muſt be tinder- 
{tood —_— for it it be n 
we cat Jeſus Chriſt corporally,-rhat he may 
dwell in us, by the ſame reaſon Jeſis' Chriſt» 
ſhould cat us, and we fhould-enter int&-his? 

K 2 body, 
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”. body; that we. might dwell in him. 

..Q.. Hows it then that Jeſus Chriſt dwilleth in 
a. and Wwe in him bo 

_ 4. Jeſus Chriſt dwelleth in us by his Spirir, 
and we receive him by faith 5 Epheſc 3 17. 
That Chriſt may dwell in your hearts by faith : and 
Fobn 1. 12. As many 4s .rezeived him , to them 

ave be power to become the ſons of God ; even to 
them that believe in bis Name. Tobelievein Je- 
ſus Chriſt then, is to receive him : and 1 Joh. 
Z. 24- And hereby we know that he abideth ins, by 
the Spirit which he hath given us. 

Q._ If you take only the figure, and not the true 
body of Jeſus Chriſt in the Lor4's Supper, what ad- 
vantage have yout more than the wicked and prophane, 
 whooften take the figure as w-ll as you ? 

A. Nery much : for the wicked only cat 
the.cxterior part of che Sacrament with their 
bodily mouth ; bur Believers, together with 
the Sacrament and Sign, eat tne thing ſignifi- 
ed by faith, which isthe mouth of the Soul , 
2iz. the body of Jeſus Chriſt which was cru- 
Cified for us, and drink his blood which was 
ſhed.for the Redemption of our Souls. 

. Q._ This was with the month of the Sonl ſeems to 
be an imaginary thing. = | 
 - Dior as all : 4d pos Soul is as . 
thing asthe. Body: ſo the Operarions rherco! 
are as certain and. real. as thoſe of the Body, 
| OF Father -more ctrjain 4 and if che Body is 
So PHake _; FS ETD Teally 


VYIEWKMWMU 


A Catscbiſm' againſt Poprey. 133. * 
really nouriflſed by Bread and Wane in the 
Sacrament, the ſoul js nor leſs nouriſhed and 
ſtrengthned by imbracing by Faith Jeſus 
Chriſt our Sayiour, who died for our fins, 
androſc again for our juſtification. 

Q._ Do you not believe that the eating of the Sa- 
crament of Chriſts Body, d:th put into the Body a 
Seed of immortality,as Jeſus Chriſt ſz;;s,Jobn G.54- 
Whoſo. cateth my fleſh, and drinketh my 
blood hath onnrhen (= and I will raiſe him 
up at the laſt day. 

A. This ſaving cftc& doth not accompany 
the corporal cating of the Sacrament, butthe 
eftectual working of the Holy Ghoſt, which 
by Faith produccth a new lite in the Eleft, 
giverh them an aflurance,and cycn beginning. ' 
of a glorious immortality.as we are taught by 
St. Paxl, Rom. 8. 11. If the ſpirit of bin that 
raiſed up Feſus from the dead dw.Ilin yow, be that 
raiſed up Gheiſt from the dead ſhall alſo quicken your 
mortal bodies by bis ſpirit that a'wecllcth in you. 


'r 2, 
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SECT: 'L11. 


£ 


Of Conmutiion under both Kinds. 


Quit. A[4? one ILnfully partake of the Sa- 


erament #nder the ſign of Bread only, 


. wt png in the Church of Rene at this time ? 
A. 


o, For Jelus Chritt hath ſaid, Matth. 
26. 27. Drink ye all of it. | 
Q. But he ſpeaks to bis Diſciples who were Pricfts 


- and not to others ? 


A. The Apoſtles did not appear there as 


 -Paſtors, bur as the, Lords Diſciples obliged to 


obey his Commands, and if this Command 
Drink'ye all of it, oblige none but Paſtours,no 


. more doth the other , /tak: eat, both com- 


mands being made to the lame perſons and 
conſequently then, the people muſt be de- 
prived of the whole Sacrament. 

Q. Have ye no other paſſage where the people are 
comman1ed e-.presly to partake of the Cup ? 

A. St. Paid. : Gor. I 1. 28. dnt 
all wichour exception to examine themalelves, 
and fo Fart of that Bread, and Drink of that 
Cup; whoever then are obliged ro examine 
themſelves, are alſo obliged to drink of this 


Cup; and ſince they of the Church of'Rome 


ander- 
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underſtand the words of: Jeſus Chrift, JabeG 
- to be {poken of the. Sacrament. of: the Lords : 
Supper, what cawithey anſwer to words {o 
exprels verſe 53. Verily, verily, I ſay unto you exs 
cept je eat the fleſh of the Son of man, . and drink his 
bloo1, ye have no life in you. 4 

Q. But what need is there of drinking ſage. ua, 
er the Specierof Brea1, or of Wine, Teſus Chrift © 
is wh lly contained. . 

A. This evaſion comes from a falſe Sup- 
poſition that Jeſus Chrilt is corporally, and 
wholſy containcd in each Crum of Bread, 
even as it is ulual for one error to-produce 
" moxe ; Whercas we ſhould mark this, tharg 
ſince Jeſus Chriſt hath commanded the Cup 
to be taken as well as Bread, he wguld nog 
have us believe this pretended Concomiance 
and Real, Corporal, {ubſtantial preſence of 
his Body, but would have us believethar the . 
participation of the Cup is as necefjarv as the 
the partaking of .rthe Bread” 

Q. Notwithſtanding th:re are exampl:s of Belie- 
vers in the Soriptur?, who have taken Bread only in 
this Sarrament, ACts 2. 49. It is ſaid that the 
Lords Diſcipl:s contiinep in the breaking of Bread ? 

A. Ihe conſequence is moſt Afrd that 
the Dilciples broke Bread, therefore conle- 
quently they did not partake-of the Cup; as 
if we ſhould lay, there they! have earen con- 
Tequencly they have not drunk ; but warn 
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LT - - Catechiſm againſt Popery. 
he Fords Diſciples Pricfts 2nd Paſtours> The: 
were certainly obliged then ro drink che Top, 

as well as'to-break the Bread, according to 

the Opinion of theſe of 'the Roman Church, 

thar ir was to Paſtors that Jelus Chriſt gave 

this command, Drink, ye all of i. 

A 


